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PENNSYLVANIA  RESENTS  COOKE’S  TALK 


SPRINGFlETD  UTILITY  UP  TO  VOTERS 


INDUSTRY  MAKES  AMERICA  PROGRESS 


★  READY  FOR  WORLD  POWER  CONFERENCE 


t  WHAT  THE  PUBLICiHINKS  OF-UTILITIES 


BETTER  LIGHT— MORE  OUTDOOR  LIGHTING 

AFTER  two  years  of  work  in  our  lighting  It  is  called  the  “Form  79.”  Perhaps  it  should 
laboratories  —  of  months  of  tests  and  be  railed  the  “Kev”  beranse  alreadv  it  is  onen- 


-A  V  laboratories  —  of  months  of  tests  and 
calculations  on  elaborate  scale-model  miniature 
streets,  of  co-operation  with  leading  utility  and 
municipal  engineers  —  we  have  just  perfected 
an  advanced  new  type  of  street-lighting  lum¬ 
inaire. 

This  simple,  low-cost  unit  increases  illum¬ 
ination  on  the  roadway  by  50  per  cent;  it 
shields  drivers  and  homes  from  objectionable 
glare;  it  materially  cuts  maintenance;  and  so 
substantially  reduces  the  total  cost  of  lighting 
service. 


It  is  called  the  “Form  79.”  Perhaps  it  should 
be  called  the  “Key”  because  already  it  is  open¬ 
ing  many  large,  new,  profitable  street-lighting 
markets  for  elearic-service  companies. 

By  placing  your  orders  with  the  manufacturer 
who  can  carry  on  the  research,  development, 
and  sales  promotion  so  vital  to  the  continued 
growth  of  outdoor  lighting,  you  are  making 
possible  activities  which  will  not  only  greatly 
increase  your  lighting  revenue,  but  will  also 
aid  in  saving  thousands  of  lives,  and  will  bring 
many  other  lasting  benefits  to  the  communities 
you  serve. 
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Washington  Ready  for  World 
Power  Conference  Delegates 

Fifty  nations  sending  delegates  —  Forty-five  states  name  representatives 
—  Technical  meeting  before  and  after  conference 


Plans  are  coming  to  completion  for 
the  World  Power  Conference  in  Wash¬ 
ington  September  7-12.  Delegates  from 
50  nations  will  attend.  Research,  trade 
association  and  technical  societies  in 
this  country  have  appointed  delegates. 
Official  delegates  from  45  states  are  also 
expected.  For  the  banquet  reservations 
are  made  for  3,000. 

An  indication  of  interest  is  found  in 
the  official  appointment  of  delegates  by 
governors  of  sixteen  states  and  promise 
of  more  to  follow.  These  delegates  are 
from  state  commissions,  universities, 
business  and  state  planning  boards. 

This  conference  promises  to  be  the 
largest  and  most  colorful  international 
assembly  ever  held  in  the  United  States, 
bringing  together  scientists,  engineers, 
industrialists  and  economists  interested 
in  national  power  economy.  The 
papers  so  far  received  deal  objectively 
with  data  and  policies  in  each  nati«>n 
and  some  of  them  afford  striking  con¬ 
trasts  to  our  practices. 

The  object  stated  by  all  is  to  get 
more  power  used  and  a  wider  distribu¬ 
tion  of  power,  as  well  as  to  conserve 
and  use  natural  resources.  Each  nation 
also  wishes  to  get  a  rationalization  and 
co-ordination  of  power  supply  and 
eagerly  seeks  information  from  others, 
fbe  delegates  will  discuss  this  subject  at 
the  meeting. 

Color  will  be  given  the  occasion  by 
an  address  by  President  Roosevelt,  a 
garden  party  at  the  estate  of  R.  W.  Bliss, 


a  garden  party  and  reception  at  the 
Wdiite  House  and  a  bancpiet  at  the  Union 
Station  under  the  auspices  of  the 
American  committee.  Ladies  will  find 
these  entertainments  valuable  social 
additions  to  the  conference. 

After  the  conference  delegates  will 
divide  and  take  tours  to  centers  of  in¬ 
terest  about  the  country.  On  these  trips 
technical  round-table  discussions  will 
be  held,  with  American  experts  as  lead¬ 
ers  of  the  discussion  on  selected  topics. 

Extensive  exhibits  on  manufacturing, 
power  production  and  power  utilization 
have  been  prepared  by  trade  associa¬ 
tions  and  others  and  will  be  on  display 
in  Washington  during  the  conference. 
Officials  of  the  conference  look  for¬ 
ward  to  an  attendance  of  some  3.000 
to  5,000  during  the  week.  A  glance  at 
the  advance  registrations  shows  a  cross 
section  of  delegates  from  this  and  other 
countries  that  represents  the  key  men 
influential  in  technical  and  economic 
aspects  of  power. 

As  an  example  of  the  delegates  from 
abroad  there  will  be  more  than  100  in 
the  British  party.  This  includes  64 
official  delegates  and  several  ladies. 
Among  the  delegates  are: 

Viscount  Falmouth.  Sir  Archibald  Page, 
C.  H,  Merz,  N.  G.  Gedye.  T.  Hardie.  J.  M. 
Kennedy,  F.  M.  Lea,  C.  Rogers,  F.  S.  Sin- 
natt,  E.  T.  Williams.  H.  J.  Allcock.  E.  H. 
Ball.  E.  S.  Barralet,  K.  Baumann,  J.  W.  Buck- 
ley,  H.  L.  Buckman,  J.  Caldwell,  J.  C.  Chav- 
ter,  H.  W.  Clothier,  J.  C.  Dalton.  J.  R.  David¬ 
son.  L.  Drucquer,  C.  E.  Fairbiirn,  V.  Z.  de 


Ferranti,  Moreland  Fox.  C.  H.  Gray.  R.  H. 
Gummer,  B.  P.  Haigle,  G.  H.  Lake.  H.  C. 
Lamb,  C.  le  Maistre.  C.  H.  Lydall,  R.  B.  Mat¬ 
thews,  R.  de  S.  Merz,  T.  H.  Minshall,  G.  H. 
Nelson,  H,  G.  Nelson,  J.  H.  Parker,  E.  Sed- 
don,  W.  M.  Selvey,  E.  E.  Sharp  and  T.  Y. 
Sherwell. 

These  gentlemen  represent  officials  of 
t!ie  Electricity  Board,  prominent  British 
manufacturers,  British  utilities,  consult¬ 
ing  engineers,  educators  and  public  offi¬ 
cials  dealing 'with  utilities.  Many  of 
them  expect  to  take  part  in  the  technical 
tours  and  will  renew  old  acquaintance¬ 
ships  in  this  country. 

• 

Electric  Equipment 
for  Low-Rent  Houses 

Modern  electric  kitchen  equipment, 
never  before  available  to  low-income 
families,  will  be  installed  in  most  of 
P.W'.A.’s  slum  clearance  and  low-rent 
housing  projects  because  of  economy  of 
operations  made  possible  through  pur¬ 
chase  of  power  from  public  utility  com¬ 
panies  at  wholesale  rates,  Howard  A. 
Gray,  director  of  housing,  reported  re¬ 
cently  to  Haredd  L.  Ickes,  Public  Works 
Administrator. 

In  sixteen  of  P.W.A.’s  .50  housing  proj¬ 
ects  equipment  will  include  electric 
ranges  and  electric  refrigeration.  In  21 
others  electric  refrigerators  will  be  used, 
Mr.  Gray  said.  All  projects  will  have 
electric  lighting. 

Inclusion  of  electric  refrigeration  and 
langes  was  made  possible  by  rates  ar¬ 
ranged  or  contracted  for  with  public 
utility  companies  on  the  basis  of  standard 
wholesale  rates  for  large  consumption.  In 
the  sixteen  “all  electric”  projects,  located 
in  thirteen  cities,  the  average  rate  made 
available  to  the  housing  division  is  one 
cent  per  kilowatt-hour.  This  also  is  the 
rate  contracted  for  with  the  Georgia 
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Industry  States  Its  Record 

Striking  data  on  American  industry  shows  fallacy  of  political  attacks  — 
Electrical  industry  contributes  to  American  progress  —  Marketing 
prospects  give  incentives  to  sales  programs 


Power  Company  of  Atlanta  for  the  Tech- 
wood  development  in  that  city. 

First  such  project  to  go  into  operation 
is  the  Techwood  development  in  Atlanta. 
Here,  the  Housing  Division  has  executed 
a  contract  with  the  Georgia  Power  Com¬ 
pany  of  Atlanta  for  wholesale  purchase 
of  power  under  the  “wholesale  municipal 
service  schedule  rate  C-5,  class  C  calling 
for  consumption  of  more  than  600,000 
kw.-hr.  per  year.  Through  this  method 
of  purchase,  where  a  large  amount  of 
energy  is  consumed  and  only  one  bill 
rendered  by  the  power  company,  the 
benefit  of  a  low  rate  is  passed  along  to 
the  tenants.  Power  bills  rendered  by  the 
power  company  will  be  paid  by  the 
project.  Rents  paid  by  the  tenants  will 
include  the  use  of  electricity. 

London  Prepares 
for  Coronation 

For  King  Edward’s  Coronation  next 
May  London  will  be  a  city  of  light  and 
color.  Plans  have  already  been  made 
for  the  most  brilliant  illumination  ever 
seen  in  any  European  city.  Many  fac¬ 
tories  are  already  working  at  full  capacity 
to  meet  the  demand  for  materials. 

Floodlighting,  used  so  extensively  for 
the  Silver  Jubilee  of  King  George  last 
year,  will  be  vastly  increased.  Many 
more  buildings  will  be  illuminated  and 
greater  use  will  be  made  of  colored  light¬ 
ing,  which  has  been  made  much  cheaper 
by  the  development  of  the  electric  dis¬ 
charge  lamp. 

G.  Grey  Wornum,  architect  in  charge 
of  the  street  decorations  in  Westminster, 
London’s  most  prosperous  district,  has 
decided  on  the  use  of  pylons  in  the  cen¬ 
ter  of  roadways.  These  pylons  will  be 
pillars  of  light. 


American  industry  has  created  the 
highest  standard  of  living  for  its  people 
and  measures  its  contributions  in  human 
as  well  as  dollar  values.  This  is  the 
theme  of  the  August  issue  of  Factory. 

Each  factory  worker  used  1.25  hp.  in 
1879  and  4.86  hp.  in  1929.  Horsepower 
use  increased  12.5  times,  the  number  of 
wage  jobs  3.25  times  and  wages  12.25 
times.  Jobs  increased  also  from  39  per 
cent  employed  in  1899  to  40  per  cent 
in  1929. 

In  50  years  the  use  of  power  and 
machinery  created  more  than  a  billion 
new  jobs  in  sixteen  industries  alone; 
among  these  was  electrical  manufactur¬ 
ing  with  328,722  jobs. 

As  a  consequence  of  the  new  in¬ 
dustries  and  more  use  of  power  and  ma¬ 
chinery  America’s  wealth  increased  more 
rapidly  than  population  or  jobs.  In¬ 
dustry  paid  an  increasing  amount  of 
taxes  from  1923  to  1933  and  yet  wages 
went  up  faster  than  prices  and  sales  in¬ 
creased  steadily  as  prices  went  down. 

To  get  back  to  prosperity  industry 
must  be  encouraged  to  go  into  action. 
There  is  $18,000,000,000  needed  to  make 
up  the  manufactured  products  needed 
to  fill  the  housing  deficit.  Wired  houses 
need  $16,000,000,000  of  electrical  ap¬ 
pliances.  Utility  power  systems  need 
$3,000,000,000  to  expand  and  strengthen 
power  distribution  facilities.  About 
$4,000,000,000  is  needed  for  replacement 
and  new  steam  and  hot  water  plants. 
Air  conditioning  is  a  billion-dollar 
market. 


This  story  of  industry  as  told  in 
Factory  gives  the  evidence  needed  to 
controvert  mistaken  ideas.  It  also  points 
the  way  to  what  industry  can  and  will 
do  to  increase  national  prosperity. 

• 

Uses  of  Electricity 
Increase  Steadily 

Continuous  promotional  sales  activity 
is  being  reflected  in  the  steadily  increas¬ 
ing.  average  use  of  electricity  by  residen¬ 
tial  customers,  according  to  the  quar¬ 
terly  letter  sent  to  stockholders  of  the 
North  American  Company  by  President 
J.  F.  Fogarty. 

In  St.  Louis  and  adjacent  area  served 
by  the  Union  Electric  System  and  in  the 
territory  of  the  Cleveland  Electric 
Illuminating  Company  installations  of 
electric  ranges  during  the  first  half  of 
1936  were  double  those  for  the  first  half 
of  1935.  In  St.  Louis  the  commercial 
electric  cooking  load  multiplied  four 
times  during  the  last  twelve  months,  and 
Cleveland  reported  large  increases  in  in¬ 
stallations  of  electric  cooking  appliances. 

“Additions  to  the  lines  of  Potomac 
Electric  Power  Company,”  the  report 
continued,  “showed  increases  of  60  per 
cent  in  electric  ranges  and  55  per  cent 
in  complete  electric  kitchens  in  newly 
constructed  homes,  during  the  first  half 
of  1936  compared  with  the  first  half  of 
1935.  For  the  same  periods  electric 
range  installations  in  Milwaukee  and 
other  areas  served  by  the  Wisconsin- 
Michigan  companies  increased  63  per 
cent.  Small  electric  appliances  and 
portable  lamps  sold  so  far  this  year  have 
a  rated  kilowatt  capacity  24  per  cent 
greater  than  those  sold  during  the  cor¬ 
responding  period  of  last  year. 

“Electric  refrigerators  continue  to  be 
a  systematic  load  builder,  the  additions 
to  the  lines  of  the  various  subsidiary 
groups  for  the  first  half  of  1936  ranging 
from  38  per  cent  to  52  per  cent  ahead 
of  those  for  the  first  half  of  1935. 

“The  kilowatt  capacity  of  air-condi¬ 
tioning  installations  by  residential,  com¬ 
mercial  and  industrial  customers  in  the 
St.  Louis  area  so  far  this  year  has  been 
more  than  twice  that  installed  in  the 
corresponding  period  of  last  year.  Sub¬ 
stantial  increases  in  this  form  of  electric 
load  also  occurred  in  the  MilwaukeCi 
Washington  and  Cleveland  areas. 

“All  of  the  subsidiary  groups  reiwrt 
continued  improvement  in  the  lighting 
load  as  the  result  of  home-lighting  surveys 


Morris  L.  Cooke,  chairman  of  the  executive  committee  of  the  Third  World 
Power  Conference  (left),  T.  H.  Hogg  of  the  Hydro-Electric  Commission 
of  Ontario  (center),  and  N.  R.  Gibson,  vice-president  of  the  Buifalo, 
Niagara  &  Eastern  Power  Corporation,  discuss  plans  for  the  Third  W^orld 
Power  Conference  to  be  held  in  Washington  next  month 
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commercial  and  industrial  illumination.  dlUSy Iv Rural  Committee 

.  .  .  Installations  of  electric  heating  and  .  Ai**  ^  1 

welding  equiP-ent  have  added  substan  AttaCKed  DV  AdmiUlStratOr  COOKe 
tially  to  their  (North  American  subsid-  J 

iaries)  in  ustria  oa  s. . .  .  Says  Joint  Committee  handicaps  rural  electrification — Brings  return 

*  fire  from  Commission  and  Joint  Committee 

President  Reaffirms 
Reliei  Labor  Stand 


A  rural  rumpus  started  in  Penn¬ 
sylvania  when  Morris  L.  Cooke  made  a 
speech  at  Meadville  saying  that  the 
Pennsylvania  Joint  Committee  on  Rural 
Electrification  is  not  adequately  extend¬ 
ing  rural  electrification.  He  said  Penn¬ 
sylvania  is  the  only  state  seeking  to  pro¬ 
mote  rural  electrification  through  an 
unofficial  agency  the  president  of  which 
is  a  power  company  executive.  He  said 
Pennsylvania  is  behind  New  York  and 
New  Jersey  in  the  extension  and  develop¬ 
ment  of  rural  power.  A  strong  intimation 
was  given  that  this  Joint  Committee  pre¬ 
vented  action  by  R.E.A.  in  the  state. 

Back  came  Chairman  C.  J.  Coodnough 
of  the  Public  Service  Commission.  He 
is  satisfied  with  the  work  of  the  Joint 
Committee.  It  is  composed  of  repre¬ 
sentatives  of  farm  groups  and  of  the 
utilities  and  a  member  of  the  commis¬ 
sion  sits  in.  He  said  that  General 
Order  28  of  the  commission  was  de¬ 
signed  to  extend  rural  electrification.  It 
requires  utilities  to  extend  rural  lines  at 
their  own  cost  where  guarantees  of 
revenue  can  be  had.  This  guarantee  was 
originally  2  per  cent  a  month;  it  is  now 
1.5  per  cent  of  the  cost  of  the  lines. 
It  reduces  to  1  per  cent  on  lines  in 
existence  over  seven  years. 

R.  J.  Beamish,  recently  appointed 
counsel  for  the  Public  Service  Commis¬ 


sion,  said:  “1  intend  to  demand  that  we 
break  oS  all  relationship  with  the  Joint 
Committee  in  this  work  and  that  we  see 
to  it  ourselves  that  the  man  on  the  farm 
gets  electric  current  at  rates  that  he  is 
able  to  pay.” 

John  M.  McKee,  secretary  of  the  Joint 
Committee,  issued  a  statement  showing 
the  good  work  done  by  the  Joint  Com¬ 
mittee.  He  stated  that  much  rural  ex¬ 
tension  work  has  been  done  and  that 
Pennsylvania  ranks  fifth  or  sixth  in  per¬ 
centage  of  farms  with  electric  service. 
Only  the  Meadville  Co-operative  has 
been  put  into  operation  as  a  co-operative 
in  Pennsylvania  despite  the  R.E.A.  Line 
costs  have  been  reduced  from  $2,000  or 
$3,000  to  $1,200  and  $1,400.  Rates  have 
been  lowered  and  also  fixed  charges. 
In  the  ten-year  period  10,119  miles  of 
line  have  be^n  built. 


President  Roosevelt  stood  firm  last 
week  on  his  order  requiring  employment 
of  relief  labor  on  P.W.A.  projects. 
However,  he  claimed,  there  is  general 
misunderstanding  about  the  order.  It 
was  not  intended,  he  said,  to  put  ob¬ 
stacles  in  the  way  of  projects  that  would 
require  skilled  labor  not  available  from 
relief  rolls.  The  government  would  un¬ 
dertake,  he  explained,  to  reimburse 
municipalities  up  to  45  per  cent  of  the 
cost  of  a  project  if  the  entire  federal 
grant  were  devoted  to  employment  of  re¬ 
lief  labor.  If  a  municipality  wished  to 
undertake  a  project  requiring  in  the 
main  non-relief  labor,  it  could  do  so  if 
it  itself  provided  the  funds  for  the  labor 
not  taken  from  relief  rolls. 

The  President  most  emphatically 
denied  that  relief  work  was  competing 
with  private  industry.  Wherever  it  was 
said  that  municipalities  were  having 
difficulty  in  getting  workers  off  the  re¬ 
lief  rolls  and  into  private  industry  it 
was  found,  he  averred,  that  the  refusal 
of  private  employers  to  pay  a  sub¬ 
sistence  wage  was  the  Ethiopian  in  the 
woodpile.  Especially  was  this  the  case 
along  the  Canadian  and  Mexican 
borders,  where  importation  of  cheap 
foreign  labor  was  common. 

Meanwhile  Secretary  Ickes  and  the 
President  seem  to  have  agreed  to  bury 
their  differences,  at  least  until  after  the 
election.  A  laudatory  article  on  the 
President  appeared  in  the  August  11 
issue  of  the  Saturday  Evening  Post 
under  the  name  of  Mr.  Ickes.  Mr.  Ickes 
took  space  to  list  and  approve  virtually 
every  recovery  activity  of  the  Adminis¬ 
tration.  But  W.P.A.  was  missing. 


SCOTCHMEN  SPENDING  $15,000,000 


Boulder  to  Start  Soon 

Boulder  Dam  will  be  placed  in  actual 
operation  for  the  first  time  on  Septem¬ 
ber  7,  when  President  Roosevelt,  at  the 
conclusion  of  his  address  to  the  World 
Power  Conference,  will  press  a  button 
’*hich  will  open  the  needle  valves  at  the 
dam  and  start  one  of  the  generators. 

The  electrical  impulse  starting  opera¬ 
tion  will  be  transmitted  from  Washing¬ 
ton  to  the  dam  by  telegraph  wires,  and 
the  effect  of  turning  on  the  generator 
be  relayed  back  to  the  Power  Con¬ 
ference  by  radio  as  part  of  a  nation- 
'fide  broadcast. 


Wide  World 

New  Galloway  hydro-electric  project  under  construction  to  provide  power 
for  South  West  Scotland  and  industrial  North  England  includes  the  Carsfad 

Dam,  shown  above 
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R.E.A.  Allocations 
Total  $21,402,500 


Suit  Dismissal 
Asked  by  T.V.A. 

Authority  tilen  motion  in  Knoxville 
Court  —  (^herk  f(iven  to  Alabama  — 
Thomax  W.  Martin  makes  statement  on 
tax  situation 

Attorneys  for  the  Tennessee  Valley 
Authority  have  filed  .  a  motion  in  the 
U.  S.  District  Court  at  Knoxville,  Tenn., 
asking  that  a  suit  brought  against  the 
T.V.A.  by  nineteen  private  power  com¬ 
panies  be  dismissed  for  lack  of  jurisdic¬ 
tion.  The  motion  said  a  civil  suit 
against  the  T.V.A.  can  l)e  brought  only 
in  the  northern  district  of  Alabama  and 
quoted  from  the  act  creating  the  T.V.A. 
which  says:  “The  corporation  shall 
maintain  its  principal  office  in  the  im¬ 
mediate  vicinity  of  Muscle  Shoals,  Ala. 
The  corporation  shall  be  held  to  be  an 
inhabitant  and  resident  of  the  northern 
judicial  district  of  Alabama  within  the 
meaning  of  the  laws  of  the  United  States 
relating  to  the  venue  of  civil  suits.” 

Request  for  an  injunction  against 
T.V.A.  power  activities  was  filed  in  the 
District  Court  of  Knoxville  last  Thursday 
by  nineteen  private  utilities.  This  sup¬ 
plements  their  action  of  May  29  to  test 
the  constitutionality  of  T.V.A.  The  new 
move  is  to  stop  the  consummation  of 
T.V.A.  plans  to  sign  contracts  with  Chat¬ 
tanooga.  Memphis  and  other  cities  to  sell 
their  power  and  to  induce  them  to  go 
ahead  with  their  local  plans.  The  court 
action  asks  that  T.V.A.  be  restrained  in 
its  power  activities  and  be  enjoined  from 
contracting  with  municipalities  now 
served  by  private  companies.  The  utili¬ 
ties  assert  that  T.V.A.  is  attempting  to 
“beat  the  gun”  before  a  broad  decision 
has  been  rendered  by  the  Supreme  Court. 


A  check  for  $40,000  was  paid  to  the 
state  of  Alabama  as  part  payment  of 
that  state’s  share  of  power  sales  from 
Wilson  Dam  in  1936.  Last  year  the 
state’s  share  was  $18,249. 

Commenting  on  this  payment,  Thomas 
W.  Martin,  president  of  the  Alabama 
Power  Company,  said  the  payment  ap¬ 
pears  to  be  in  lieu  of  taxes  and  con¬ 
trasted  this  amount  with  the  $2,500,000 
in  taxes  paid  by  the  Alabama  Power 
Company.  He  said  that  T.V.A.  is  ac¬ 
quiring  more  than  235,000  acres  of 
land  in  Alabama  in  connection  with  its 
dams  and  this  land  will  be  removed 
from  tax  rolls.  In  addition,  the  dis¬ 
tribution  lines  purchased  or  acquired 
by  T.V.A.  are  claimed  by  T.V.A.  to  be 
exempt  from  taxation.  In  his  opinion 
“the  payment  of  $40,000  or  $50,000  by 
T.V.A.  will  by  no  means  make  up  for 
the  loss  in  taxes  on  account  of  proper¬ 
ties  being  removed  by  it  from  the  tax 
rolls,  and  the  school  funds  will  sustain 
the  largest  losses.” 

Activity  at  Norris  Dam 

Norris  Dam  power  is  being  put  over 
the  154,000-kv.  line  to  Wilson  Dam  in 
test  runs  and  commercial  operation  will 
not  occur  for  some  time.  The  Alu¬ 
minum  Company  contract  does  not  start 
until  June  1,  1937.  No  action  of  a 
definite  character  has  followed  the 
notification  of  Commonwealth  &  South¬ 
ern  by  T.V.A.  of  the  abrogation  of  the 
existing  contract.  Active  work  is  being 
done  to  get  towns  in  West  Tennessee  to 
use  T.V.A.  power.  In  Jackson  a  big 
celebration  is  planned  for  September  15. 
The  return  of  Dr.  A.  E.  Morgan  from 
vacation  was  the  occasion  for  speeches. 
He  has  taken  active  charge  of  affairs 
and  denied  any  attention  of  resigning. 


R.E.A.  Allocates  $1,848,500  for  rural 
projects  in  Georgia,  Illinois,  Iowa,  Mary¬ 
land,  Missouri,  Ohio,  Wisconsin,  and 
Wyoming 

Twelve  new  allocations  that  total 
$1,848,500  bring  R.E.A.  appropriations 
to  a  total  of  $21,402,528  as  follows: 

Walton  Agricultural  Association  of  Mon¬ 
roe,  Ga.,  has  received  $90,000  to  build  80 
miles  of  rural  lines  in  Walton,  Morgan  and 
Barrow  Counties.  Georgia  Power  Company 
will  supply  current  at  wholesale. 

An  allocation  of  $175,000  was  made  for  a 
rural  project  in  Wayne  and  White  Counties, 
Illinois,  to  build  145  miles  of  line.  The  co¬ 
operative  sponsor  of  the  project  is  now  being 
organized. 

South  Crawford  Rural  Electric  Co-opera¬ 
tive  of  Denison,  Iowa,  has  received  $127,500 
to  build  123  miles  of  lines  in  Shelby,  Carroll 
and  Crawford  Counties.  Denison  municipal 
plant  will  supply  current  at  wholesale. 

Calhoun  County  Rural  Electric  Co-opera¬ 
tive  of  Rockwell  City,  Iowa,  has  received 
$278,000  to  build  287  miles  of  rural  lines  in 
Calhoun,  Webster,  Carroll  and  Sac  Counties. 
Cowrie  municipal  plant  will  supply  current 
at  wholesale. 

An  allocation  of  $35,000  will  build  about 
30  miles  of  lines  in  St.  Mary’s  County,  Maiy- 
land.  The  co-operative  organization  spon¬ 
soring  this  project  is  now  in  the  process  of 
organization. 

Callaway  County  Electric  Co-operative  of 
Fulton,  Mo.,  has  received  $120,000  to  build 
110  miles  of  lines  in  Callaway  County.  Ful¬ 
ton  municipal  plant  will  furnish  current  at 
wholesale. 

Union  Rural  Electric  Co-operative,  Inc.,  of 
Marysville,  Ohio,  has  received  $336,000  to 
build  about  280  miles  of  lines  in  Union, 
Marion,  Logan  and  Delaware  Counties.  Ohio 
Electric  Power  Company  will  supply  current 
at  wholesale. 

Oakdale  Electric  Co-operative  Association, 
Oakdale,  Wis.,  has  received  $88,000  to  build 
80  miles  of  lines  in  Monroe  and  Juneau 
Counties.  New  Lisbon  municipal  plant  will 
supply  power  at  wholesale. 

Pierce  County  Rural  Electric  Co-operative 
Association  of  Ellsworth.  Wis.,  has  received 
$330,000  to  build  319  mile  of  lines  in  Pierce 
and  Pepin  Counties.  Northern  States  Power 
Company  will  supply  current  at  wholesale. 

Grimh  Power  Company,  private  power 
company  at  Radisson,  Wis.,  has  received 
$45,000  to  finance  52  miles  of  line.  Power 
will  be  supplied  from  borrower’s  plant. 

Barron  County  Electric  Co-operative  Asso¬ 
ciation  of  Barron,  Wis.,  has  received  $195,000 
to  build  186  miles  of  rural  lines  in  Barron 
and  Washburn  Counties.  Barron  municipal 
plant  will  furnish  energy  at  wholesale. 

An  allocation  of  $29,000  was  made  for  con¬ 
struction  of  25  miles  of  line  in  Goshen 
County,  Wyoming.  The  non-profit  corpora¬ 
tion  sponsoring  this  project  is  being  organ¬ 
ized.  Lingle  municipal  plant  will  furnish 
current  at  wholesale. 

In  a  previous  release  R.E.A.  an¬ 
nounced  a  loan  of  $452,000  to  the  Bel- 
falls  Light  &  Power  Company,  first  non¬ 
profit  rural  electric  company  in  Texas. 
About  300  miles  of  line  will  be  con¬ 
structed  in  Bell,  Milam  and  Falls  Coun¬ 
ties.  If  the  company  is  unable  to  pur- 


HOUSEWIVES  VISIT  PERIPATETIC  KITCHEN 


This  striking  kitchen  coach  is  used  by  the  Central  Power  &  Light  Company 
of  Corpus  Christi,  Tex.,  to  promote  interest  in  the  all-electric  kitchen  in 
the  territory  served  by  the  company.  So  successful  has  it  been  in  creating 
immediate  sales,  building  good  will  and  paving  the  way  for  future  sales 
that  the  company  has  recently  purchased  another  coach  just  like  it 
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Springfield,  Ill.,  Voters  to 
Pass  on  Pnrchase  of  Utility 

Citizens'  protest  to  City  Council  on  Spaulding  announcement  results 
in  petitions  for  a  referendum  —  Protective  league  organized 


chase  current  wholesale  a  generating 
plant  will  be  constructed 

<  .uusti  :iction  of  approximate.;  1,500 
n.iifs  of  new  rural  power  lines  by  the 
Texas  Power  &  Light  Company  is 
progressing  lap'  lly.  The  company  will 
spend  ap proximal  lely  $1,000,000  in  1936 
in  supplying  rural  homes  with  electricity. 

• 

Power  Board  Permits 
New  York  Merger 

Merger  of  the  Empire  Gas  &  Electric 
Company,  the  Elmira  Light,  Heat  & 
Power  Corporation  and  the  New  York 
Central  Electric  Corporation  with  the 
New  York  State  Electric  &  Gas  Corpora¬ 
tion  has  been  approved  by  the  Federal 
Power  Commission.  The  companies  are 
subsidiaries  of  the  New  York,  Pennsyl¬ 
vania,  New  Jersey  Utilities  Company, 
member  of  the  Associated  Gas  &  Electric 
System. 

In  announcing  the  commission’s  ap¬ 
proval  this  week,  Frank  R.  McNinch, 
chairman,  said  this  is  the  first  situation 
under  the  Federal  Power  Act  to  which 
the  commission  deems  applicable  “the 
spirit  and  purpose  of  the  act  to  prevent 
utility  company  ofiicials  profiting  from 
stock  dealings  and  manipulations  in  con¬ 
nection  with  mergers  and  consolidations 
of  properties.” 

The  order  defining  the  commission’s 
pobey  in  such  matters  specifies  that  “in 
no  event  shall  NYPANJ  Utilities  Com¬ 
pany  receive  from  the  surviving  operating 
company  as  reimbursement  for  the  pur¬ 
chase  of  any  share  of  the  preferred  stock 
a  sum  greater  than  the  cost  thereof  to 
the  said  NYPANJ  Utilities  Company.” 

The  considerations  made  known  by  the 
commission  as  proposed  and  agreed  upon 
for  the  properties  of  the  vendor  corpora¬ 
tions  are  as  follows:  Empire  Gas,  $6,877,- 
273;  Elmira  Light,  $2,335,350,  and  New 
York  Central  Electric,  $6,162,641,  with 
a  certain  adjustment  in  each  case. 


Developments  have  been  coming  thick 
and  fast  in  the  public  utility  picture  at 
Springfield,  Ill.,  where  City  Commis¬ 
sioner  Willis  J.  Spaulding  announced  to 
the  people  that  the  city  would  buy  the 
property  of  Central  Illinois  Light  Com¬ 
pany  and  pay  for  it  with  a  new  $8,- 
500,000  issue  of  what  was  termed  “elec¬ 
tric  revenue  bonds”  (Electrical  World, 
August  1,  1936,  page  42). 

First,  a  “People’s  Protective  League” 
has  been  hastily  organized  (1)  to 
crystallize  opposition  to  the  deal  unless 
and  until  the  voters  had  an  opportunity 
to  express  themselves  favorably  on 
Spaulding’s  proposition;  i2)  to  as¬ 
certain  why  Spaulding  opposed  the  deal 
in  1921  but  now  espouses  it;  (3)  to 
find  out  why  the  deal  was  engineered 
without  other  city  commissioners  know¬ 
ing  about  it;  (4)  to  study  the  con¬ 
stitutionality  of  the  state  law  permitting 
issuance  of  “revenue  bonds”;  (5)  to 
ascertain  why  a  1921  appraisal  was  used 
for  the  present  negotiations. 

A  new  set  of  petitions  has  been  issued 
by  the  city  so  that  citizens  may  express 
their  wishes  as  to  purchase  of  the  prop¬ 
erty.  There  is  some  question  as  to  the 
eligibility  of  signers  because,  as  City 
Attorney  Dobbs  explained,  there  is  only 
one  completely  amended  copy  of  the 
state  registration  law  available  in 
Springfield  and  some  lawyers  have  not 
had  an  opportunity  to  examine  it. 

Spaulding  is  storm  center 

Reports  from  Springfield  indicate  that 
the  storm  center  revolves  about  Com¬ 
missioner  Willis  J.  Spaulding,  who  is  an 
ardent  public  ownership  advocate.  Plied 


with  questions  by  250  citizens  at  a  City 
Council  meeting,  Spaulding  conceded  he 
had  a  lOO-day  option  which  he  secured 
July  3  but  did  not  announce  until  July 
25,  “because  I  thought  the  proposition 
was  too  good  to  be  true.” 

• 

Nebraska  Units  Get 
P.W.A.  Allotment 

P.W.A.  has  allotted  more  than  $3,- 
000,000  to  two  public  power  and  irriga¬ 
tion  districts  in  Nebraska  fot  power  and 
irrigation  development.  The  allotments 
were  designed,  according  to  the  P.W.A., 
to  relieve  the  serious  drought-ridden 
area  of  Nebraska. 

A  loan  of  $916,000  and  a  grant  of 
$749,000  made  to  the  North  Loup  River 
public  power  and  irrigation  district  of 
Ord,  Neb.,  is  expected  to  provide  irriga¬ 
tion  for  approximately  40,000  acres  and 
provide  for  an  electric  power  system 
throughout  the  district.  Of  the  total 
allotment  for  this  project,  $1,387,000 
will  be  used  for  the  irrigation  portion 
of  the  project,  it  was  stated,  while  ap¬ 
proximately  $278,000  will  be  used  for 
the  construction  of  power  facilities. 

Approximately  $1,040,000  of  the  allot¬ 
ment  for  the  Middle  Loup  project  will 
be  used  for  the  irrigation  portion  and 
$350,000  to  provide  power  facilities. 

The  two  districts  are  part  of  the  Little 
T.V.A.  which  the  P.W.A.  plans  to  set 
up  in  Nebraska.  An  interconnection 
arrangement  with  a  third  power  district 
is  the  subject  of  litigation  in  the  U.  S. 
District  Court  in  Washington  and  is 
scheduled  for  hearing  in  the  fall. 


DRIVERS  RECEIVE  SAFETY  AWARDS 


One  hundred  and  seventy-five  drivers  of  the  Wisconsin  Public  Service  Corporation  vehicles  in  the  Wisconsin  Valley 
division  were  recently  presented  awards  by  the  safety  engineering  department.  Employers  Mutual  Insurance  Com¬ 
pany,  for  their  safe  driving  record  established  in  the  period  July  1,  1935,  to  June  30,  1936.  These  drivers  traveled 

1,115,015  miles  without  a  single  chargeable  accident 
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Public  Opinion 
on  Utilities 

The  National  Industrial  Conference 
Board  has  surveyed  public  opinion  as 
represented  by  the  thoughts  of  several 
thousand  newspaper  editors.  Many 
questions  were  asked  of  interest  to 
utilities. 

In  reply  to  the  question  as  to  whether 
public  opinion  in  their  communities 
favored  government  control  of  the  man¬ 
agement  of  private  business  the  answers 
were  95.4  opposed  to  this  practice — 
3,436  as  against  134. 

Does  public  opinion  favor  federal 
competition  with  the  power  companies? 
Here  again  the  opposition  was  76.9  per 
cent — 2,775  as  against  752. 

Does  public  opinion  favor  govern¬ 
ment  ownership  of  power  and  light 
plants?  Once  more  the  answer  is  no, 
with  a  percentage  of  76.1 — 2,771 
against  737. 

Public  opinion  as  represented  by 
these  replies  opposed  regulation  of 
profits,  the  requirement  that  labor  union 
membership  be  a  prerequisite  to  employ¬ 
ment  and  redistribution  of  wealth  by  tax¬ 
ation.  This  cross-section  is  a  valuable 
index  of  current  thought  in  American 
communities. 

• 

Committee  Announces 
Up-Stream  Program 

Hugh  H.  Bennett,  Chief  of  Soil  Con¬ 
servation  Service;  Morris  L.  Cooke,  Ad¬ 
ministrator  of  R.E.A.,  and  F.  A.  Silcox, 
Chief  of  the  Forest  Service,  have  recently 
announced  the  program  of  the  con¬ 
ference  on  up-stream  engineering,  sched¬ 
uled  in  Washington  for  September  22 
and  23.  On  the  morning  of  September 
22  two  papers  will  be  offered  on  “Basic 
Principles  of  Water  Behavior”  and  on 
“The  Influence  of  Vegetation  on  Land- 
Water  Relationships.”  General  discus¬ 
sion  will  follow.  In  the  afternoon  two 
more  papers  will  be  presented  on  “Man¬ 
agement  and  Use  of  Forest  and  Range 
Lands”  and  on  “Management  and  Use  of 
Agricultural  Lands,  Including  Farm 
W'oods  and  Pastures.”  Discussion  will 
follow.  In  the  evening  there  will  be 
three  addresses  at  a  dinner  meeting  on 
“The  Comprehensive  Point  of  View  in 
Engineering,”  “Big  Waters  and  Little 
Waters,”  and  “The  Human  Values  in 
Up-Stream  Engineering.” 

On  September  23,  in  the  morning,  the 
application  of  fundamental  concepts  in 
water  use  and  engineering  will  be  dis¬ 
cussed.  Two  papers  will  be  offered,  fol¬ 
lowed  by  discussion,  on  “Surface  and 
Sub-surface  Storage”  and  “Control  and 
Use  of  Small  St/eams.”  In  the  after¬ 
noon  two  papers  will  be  presented,  fol¬ 


lowed  by  discussion,  on  “Physical  and 
Functional  Relationships”  and  “Organi¬ 
zation  for  Action.”  These  last  two 
papers  are  designed  to  co-ordinate  and 
summarize  the  work  of  the  conference. 

In  the  words  of  President  Roosevelt, 
“the  objects  of  up-stream  engineering 
are  through  forestry  and  land  manage¬ 
ment  to  keep  water  out  of  our  streams,  to 
control  its  action  once  in  the  stream  and 
generally  to  retard  the  journey  of  the 
raindrop  to  the  sea.  Thus  the  crests  of 
down-stream  floods  are  lowered.” 


Illuminating:  Engrineering:  Society — An¬ 
nual  convention,  Statler  Hotel,  Buf¬ 
falo,  N.  Y.,  August  21-September  3. 
A.  D.  Cameron,  general  secretary,  29 
West  39th  Street,  New  York. 

Third  World  Power  Conference— Wash¬ 
ington,  D.  C.,  September  7-12.  Joel 
Wolfsohn,  executive  secretary.  In¬ 
terior  Building,  Washington,  D.  C. 

International  AsNOciation  of  Electrical 
Inspectors — Western  section.  Brown 
Hotel,  Louisville,  Ky.,  August  31- 
September  3 ;  Eastern  section.  Hotel 
New  Yorker,  New  York,  September 
8-10;  Northwestern  section,  Olympian 
Hotel,  Olympia,  Wash.,  September 
14-16;  Southwestern  section.  Hotel 
Fresno,  Fresno,  Calif.,  September 
21-24;  Southern  section.  Hotel  Adol¬ 
phus,  Dallas,  Tex.,  September  28- 
October  1. 

Pennsylvania  Electric  Association — An¬ 
nual  meeting,  Bedford  Springs  Hotel, 
Bedford  Springs,  Pa.,  September  9-11. 
Harold  A.  Buch,  secretary.  Telegraph 
Building,  Harrisburg,  Pa. 

National  Electrical  and  Radio  Exposi¬ 
tion — Orand  Central  Palace,  New 
York,  N.  Y.,  September  9-19.  Ralph 
Neumuller,  secretary,  480  Lexington 
Avenue,  New  York,  N.  Y. 

Maryland  Utilities  Association — Mid¬ 
year  meeting.  George  Washington 
Hotel,  Ocean  City,  Md.,  September  12. 
E.  J.  Hand,  secretary,  Clayton  Build¬ 
ing,  Elkton,  Md. 

West  Virginia  Pubiic  Utilities  Association 
— Annual  meeting,  Greenbrier  Hotel, 
White  Sulphur  Springs,  W.  Va.,  Sep¬ 
tember  18-19. 

Rocky  Mountain  Electrical  Association 
— Annual  convention,  Santa  Fe,  N.  M., 
September  21-23.  George  E.  Lewis, 
managing  director.  Gas  and  Electric 
Building,  Denver,  Colo. 

Association  of  Iron  and  Steel  Engineers — 
Annual  convention,  Detroit,  Mich.,  Sep¬ 
tember  22-25.  Brent  Wiley,  managing 
director,  Empire  Building,  Pittsburgh, 
Pa, 

National  Electrical  Wholesalers  Associa¬ 
tion — Semi-annual  convention.  Hotel 
Statler,  Buffalo,  N.  Y.,  September  28- 
30.  E.  Donald  Tolies,  managing  di¬ 
rector,  165  Broadway,  N.  Y. 

Empire  State  Gas  £  Eiectric  Association 
— Annual  meeting.  Saranac  Inn,  N.  Y., 
October  1-2.  C.  H.  B.  Chapin,  secre¬ 
tary,  Grand  Central  Terminal,  New 
York,  N.  Y. 

Indiana  Eiectric  Association  —  Annual 
convention,  French  Lick,  Ind.,  October 
1-2.  T.  C.  Polk,  secretary-treasurer, 
609  Traction  Terminal  Building,  In¬ 
dianapolis,  Ind. 

National  Electrical  Manufacturers  Asso¬ 
ciation — Netherland  Plaza  Hotel,  Cin¬ 
cinnati,  Ohio,  October  4-10.  W.  J.  Don¬ 
ald.  managing  director,  155  E.  44th 
Street,  New  York. 

Electrochemical  Society  —  Fall  meeting, 
Niagara  Falls.  Ontario,  October  7-10. 
Colin  G.  Fink,  secretary.  Columbia 
University,  New  York,  N.  Y. 


I.E.Ss  Will  Meet  in 
Buffalo  August  31 

From  August  31  to  September  3 
Buffalo  will  be  host  to  the  thirtieth 
annual  convention  of  the  Illuminating 
Engineering  Society.  An  important 
feature  of  the  convention  will  be  the 
lighting  equipment  exposition.  It  is  the 
only  show  conducted  on  a  national  scale 
devoted  100  per  cent  to  lighting.  The 
latest  developments  in  lamps  and  light¬ 
ing  equipment  and  all  accessory  devices 
associated  with  installation  and  control 
will  be  exhibited  and  discussed.  The 
technical-minded  delegate  will  find  much 
to  occupy  his  attention  in  the  scientific 
application  of  new  methods  and  ma¬ 
terials.  Also,  the  lighting  sales  execu¬ 
tive  may  inspect  the  new  sales  promo¬ 
tion  program  made  available  by  manu¬ 
facturers. 

The  program  will  include  discussions 
on  “Do  Home  Lighting  Service  Depart¬ 
ments  Pay?”  “Effective  Lighting  Ad¬ 
vertising”  and  “Quality  vs.  Price  in 
Lighting  Equipment.” 

Further  features  on  the  program  will 
be  addresses  on  “Prescribing  Light  and 
Lighting,”  “What  Is  Wrong  with  Our 
50-Foot-Candle  Installations?”  “Photom¬ 
etry  of  Gaseous  -  Conduction  Lamps,” 
“Modern  Lighting  for  Modern  Trans¬ 
portation,”  “Comparison  of  the  Light 
from  High  -  Intensity  Mercury  -  Vapor 
Lamps  and  Incandescent  Filament 
Lamps  for  Visual  Tasks,”  “Visibility 
Studies  on  Lighted  Highways,”  “Recent 
Developments  in  Aviation  Lighting,” 
“An  Approach  to  Architectural  Light¬ 
ing,”  and  “Wiring — and  Doing  Some¬ 
thing  About  It.” 

There  will  also  be  a  discussion  of  the 
scope  and  character  of  industrial  and 
school-lighting  research  projects.  For 
the  industrial  research  there  will  be  re¬ 
ports  on  lighting  in  the  shoe  manufac¬ 
turing  industry,  the  cotton  spinning  and 
weaving  industry,  the  silk  and  rayon 
throwing  and  weaving  industry,  the  ma¬ 
chining  of  small  parts  industry  and  the 
radio  production  and  assembly  industry. 

Although  the  golf  tournament  has 
been  eliminated  because  of  lack  of  time, 
privileges  have  been  secured  at  a  good 
club  for  a  nominal  fee  and  delegates 
may  take  advantage  of  this  opportunity 
after  registration,  if  they  wish  to  play. 

It  is  expected  that  many  of  the  dele¬ 
gates  will  wish  to  visit  either  the  Cana¬ 
dian  National  Exposition  at  Toronto, 
only  100  miles  distant,  or  the  Great 
Lakes  Exposition  at  Cleveland,  which 
will  be  of  special  interest  to  illuminat¬ 
ing  engineers.  Spectacular  lighting 
effects  never  before  attempted  feature 
the  Great  Lakes  Exposition  and  dele¬ 
gates  may  easily  stop  over  en  route  to* 
or  from  the  convention. 
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Output  Threatens  Record  in  Slow  Climb 
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Uneasy  sits  the  glittering  output  record 
of  the  electrical  industry,  established  in 
the  week  of  July  18.  Output  shows  every 
indication  of  clambering  on  to  new  highs, 
to  judge  by  the  2,093,928,000  kw.-hr.  pro¬ 
duced  during  the  week  of  August  15, 
according  to  Edison  Electric  Institute  fig¬ 
ures.  This  is  only  6,000,000  kw.-hr.  short 
of  the  July  high. 

Output  for  August  15  is  14.3  per  cent 
better  than  for  the  corresponding  week 
of  last  year.  Indications  are  that  the 


drought  is  having  no  very  serious  eflFect 
on  output,  although  power  generated  by 
fuel  has  increased  33  per  cent,  while 
hydro  generated  power  has  decreased  6 
per  cent  over  last  year  for  the  month  of 
June. 


Weekly  Output,  Millions  of  Kw.-Hr. 
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Regional  gains  are  steady.  The  Cen* 
tral  Industrial.  W"est  Central  and  South¬ 
ern  States  made  notable  gains  last  week. 


Per  Cent  C^hange  from  Previous  Year 


Week 

Week 

New  England . 

Aug.  15 
-1-14.7 

Aug.  8 
+  15.9 

Middle  Atlantic . 

-1-13.3 

+  14.0 

Central  Industrial . 

-f  17.  1 

+  16.5 

West  Central . 

-f  13.1 

+  7.4 

Sout  h  States . 

+  18.7 

+  15.5 

Rocky  Mountain . 

+  12.8 

+  15.0 

Pacific  Coast . 

+  8.6 

+  10.6 

United  States . 

+  14.3 

+  14.3 

Italy’s  Water  Power 
To  Be  Harnessed 

Signor  Mussolini  has  ordered  a 
mobilization  of  the  electrical  energy  of 
the  whole  of  Italy.  Recently  representa¬ 
tives  of  all  Italy’s  electrical  producing 
companies  met  in  Rome  to  draw  up 
plans.  Signor  Mussolini  has  set  them 
the  problem  of  harnessing  natural  re¬ 
sources. 

The  ultimate  object  is  to  reduce  to  a 
minimum,  if  not  to  suppress  altogether, 
the  importation  of  foreign  coal. 

Irish  Board  Floats  Loan 

An  issue  of  £1.500,000  ($7,500,000) 
Northern  Ireland  Electricity  3  per  cent 
guaranteed  stock,  1950-60,  has  recently 


been  successfully  floated  in  London  at 
98i.  The  stock  is  guaranteed  as  to  prin¬ 
cipal  and  interest  by  the  Northern  Ire¬ 
land  Government,  which  has  been  allotted 
£500,000  of  the  stock,  leaving  £1,000,000 
for  public  subscription. 

• 

Grace  Line-Edison  Contract 

Contract  has  been  signed  by  the  Grace 
Line  with  the  New  York  Edison  Com¬ 
pany,  Inc.,  to  supply  the  total  electric 
requirements  for  Pier  57,  North  River. 
On  that  date  the  Grace  Line  will  take 
the  pier  over  from  the  city  of  New  York, 
which  owns  it  on  a  long-term  lease  basis. 
The  operation  of  the  250-kw.  steam- 
turbine  electric  generating  plant,  which 
the  city  installed  at  the  pier  several 
years  ago,  will  be  discontinued. 


Municipal  Plants 
Add  517,520  Kw. 

Generating  capacity  of  non-federal 
publicly  owned  power  plants  will  be  in¬ 
creased  517,520  kw.  with  the  completion 
of  projects  authorized  up  to  August  1, 
1936,  by  the  Public  Works  Administra¬ 
tion,  according  to  figures  compiled  by 
that  body. 

Broken  down,  the  figures  are  classi¬ 
fied  as  follows:  Diesel  plants,  43,645 
kw.,  an  increase  in  publicly  owned 
capacity  of  23.45  per  cent ;  hydro, 
395,090  kw.,  85.5  per  cent ;  steam, 
78,785  kw.,  0.65  per  cent. 

These  figures  do  not  take  into  con¬ 
sideration  federal  power  projects  such 
as  Boulder  Dam,  Grand  Coulee  and 
others. 
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)S  automatic  research — Prof.  Donald  C. 

electrically  heated  platinum  crucibles  to  produce 
3-inch  optically  perfect  crystals  of 
lithium  fluoride,  which  exceed  the 
light-tran.mitting  qualities  of  natural 


FORD’S  NEW  110,000-UNIT — Less  than  a  cubic  foot  of  space  per  kilowatt  of  output,  less 
than  a  pound  of  coal  to  generate  a  kilowatt-hour — these  are  characteristics  of  this  110,000- 
kw.  turbine-generator  constructed  by  General  Electric  Company  for  River  Rouge  plant  of 

Ford  Motor  Company 


to  raise 


CAUSES  TO  BESTOW 

of  the  Westinghouse 
'"'tsburgh  that  gathered 
**  W.  Robertson  and 
^  Merrick  bestow  the 
upon  tool  designer 
engineer  John  E. 
patent  department 
Eschholz,  general 
lohn  E_  Webster 


tivities  of  this  suspended  undertaking  j.  M.  McKibbin  New  Director 
will  be  directed  by  Capt.  Samuel  D.  Promotion 

bturgis,  Jr.,  of  the  U.  b.  Engineer  Corps. 

^ ,  T  r  .11  J*  M.  McKibbin,  who  has  been  ap- 

EON  OUROLMON  o  noxvi  e  pointed  manager  of  the  sales  promotion 

elected  a  member  of  the  Tennessee  Rad.  department  of  tbe  Westinghouse  Elec 

road  and  Utdities  &mm.ss.on  m  tbe  ,^5^  j  Manufacturing  Company  (Elec- 


J.  H.  Polhemus  Appointed 
Vice-President  in  Portland 

James  H.  Polhemus,  chief  engineer 
and  general  manager  of  the  Port  of 
Portland,  Ore.,  has  resigned  to  become 
executive  vice-president  of  the  Portland 


G.  M.  Gadsby  Heads 
Northwest  Association 

George  M.  Gadsby,  president  Utah 
Power  &  Light  Company,  Salt  Lake  City, 
was  elected  president  of  the  Northwest 
Electric  Light  and  Power  Association  at 
the  recent  annual  meeting  at  Boise. 

W.  C.  Mainwaring,  commercial  man¬ 
ager  B.  C.  Electric  Railway  Company, 
Vancouver,  B.  C.,  was  elected  vice-presi¬ 
dent.  Other  ofi&cers  were  as  follows: 
Vice-president  for  Idaho,  R.  B.  King, 
Idaho  Power;  vice-president  for  Mon¬ 
tana,  F.  W.  Bird,  Montana  Power;  vice- 
president  for  Oregon,  LeRoy  A.  Gret- 
tum,  Eastern  Oregon  Light  &  Power; 


Electric  Power  Company.  This  is  a  new 
position  in  the  company  created  by  the 
board  of  directors  and  is  designed  to 
relieve  Franklin  T.  Griffith,  president, 
of  many  of  the  operating  details  in¬ 
volved  in  conducting  the  affairs  of  the 
company  with  its  traction  and  power  sub¬ 
sidiaries.  Mr.  Polhemus’  resignation 
from  the  Port  and  assumption  of  the 
duties  of  his  new  position  will  take  effect 
September  1. 

His  engineering  and  business  ex¬ 
perience  is  varied,  embracing  dredging 
and  jetty  construction,  power  plant  de¬ 
sign,  shipbuilding,  railroad  construction 
and  executive  management.  These  ac¬ 
tivities  have  brought  him  into  contact 
with  the  engineering  profession  na¬ 
tionally  in  its  electrical,  civil  and  me¬ 
chanical  branches. 


TRiCAL  World,  August  8,  page  12)  has 
been  associated  with  Westinghouse  since 
1920.  He  has  been  sales  promotion 
manager  of  the  Cleveland,  Detroit  and 
Pittsburgh  sales  offices.  He  moves  to 
his  new  position  from  the  office  of  man¬ 
ager  of  industrial  distribution,  where 
his  work  involved  sales  promotion  activi¬ 
ties  concerned  with  all  industries  served 
by  Westinghouse  equipment. 


►  Profs.  Chester  L.  Dawes  and  Albert 
Haertlein  of  the  Harvard  Engineering 
School  have  been  designated  to  repre¬ 
sent  Harvard  University  at  the  third 
World  Power  Conference  in  Washington, 
D.  C.,  September  7-12. 

►  Frederick  P.  Combier  has  been  ap¬ 
pointed  sales  manager  of  the  Fibre 
Conduit  Company  with  headquarters  in 
New  York,  according  to  an  announce¬ 
ment  made  by  H.  J.  Robertson,  presi¬ 
dent.  During  the  past  twenty  years  Mr. 
Combier  has  been  connected  with  the 
electrical  manufacturing  industry.  His 


vice-president  for  Utah,  P.  M.  Parry, 
Utah  Power  &  Light;  vice-president  for 
Washington,  Frank  Walsh,  Puget  Sound 
Power  &  Light ;  vice-president  for  British 
Columbia,  W.  G.  Murrin,  B.  C.  Electric 
Railway. 


►  Col.  Philip  B.  Fleming,  engineer  in 
charge  of  the  Passamaquoddy  project, 
Eastport,  Me.,  has  been  transferred  to 
the  Rural  Resettlement  Administration 
at  Washington,  D.  C.  The  closing  ac- 
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i  first  affiliation  was  with  the  old  Hotpoint 
I  organization  prior  to  its  acquisition  by 
I  the  General  Electric  Company,  when  he 
introduced  the  Hotpoint  devices  to  public 
utilities  in  all  parts  of  the  United  States 
;  and  Canada.  Subsequently  he  spent  ten 
i  years  outside  the  electrical  industry  in 
1  the  capacity  of  vice-president  and  gen- 
^  eral  manager  of  the  Wm.  Rogers  Manu- 
i  factoring  Company  division  of  the  Inter- 
i  national  Silver  Company.  Of  recent 
j  years  while  engaged  in  industrial  en- 
I  gineering  and  sales  and  management  re¬ 
organization  work,  he  has  been  connected 
with  several  prominent  electrical  manu¬ 
facturing  companies,  including  Servel, 
Inc.,  Robeson-Rochester  Corporation  and 
the  Circle  F.  Manufacturing  Company. 

►  Edward  Woodbury,  formerly  superin¬ 
tendent  of  electrical  construction  and 
operations,  California  Pacific  Inter¬ 
national  Exposition,  San  Diego,  recently 
was  appointed  associate  electrical  en¬ 
gineer  for  the  Tennessee  Valley 
Authority,  Knoxville. 

►  C.  H.  Anderson,  formerly  superin¬ 
tendent,  Bradford  (Pa.)  Electric  Com¬ 
pany,  is  now  with  Niagara,  Lockport  & 
Ontario  Power  Company,  Medina,  N.  Y. 

►  J.  C.  W.  Beckham  has  resumed  the 
chairmanship  of  the  Kentucky  Public 
Service  Commission.  The  reappoint¬ 
ment  was  made  by  Governor  Chandler, 
following  Mr.  Beckham’s  defeat  in  the 
Democratic  Senatorial  race. 

►  M.  E.  Noyes,  electrical  sales  engineer. 
Aluminum  Company  of  America,  Pitts¬ 
burgh,  Pa.,  has  been  appointed  chairman 
of  the  American  Standards  Association 
committee  on  aluminum  and  chairman 
of  the  A.I.E.E.  delegation  on  that  com- 

I  mittee. 


Private  Weather  Bureau? 


Associates  of  Clarence  W.  Mayott, 
manager  of  the  Connecticut  Valley 
Power  Exchange,  presented  him  with  a 
combination  desk  type  thermometer  and 
hygrometer  on  his  recent  quarter-cen¬ 
tury  anniversary  as  an  employee  of  the 
Hartford  Electric  Light  Company.  Power 
interchange  and  weather  forecasting  are 
inseparable  activities,  but  while  the  in¬ 
ternal  weather  in  Mr.  Mayott’s  office  re¬ 
mains  calm  through  sunshine  and  flood, 
expert  juggling  of  kilowatt-hours  and 
wattless  demands  a  full  complement  of 
instruments  at  all  times.  Rumor  has  it 
that  the  head  of  the  C.V.P.E.  is  much 
happier  since  the  restoration  of  full  ex¬ 
change  activities  enabled  Clarence  and 


In  celebration  of  Westinghouse  Golden  Jubilee  Day  at  tbe  Great  Lakes 
Exposition  more  than  10,000  Westingbouse  employees  traveled  to  Cleveland 
to  celebrate  the  event.  President  F.  A.  Merrick  (right)  and  Vice-President 
A.  E.  Allen  were  among  the  officials  of  the  company  present 


his  staff  to  resume  the  ever-fascinating 
game  of  economic  battledore  and  shut¬ 
tlecock  over  the  intercompany  tie  lines 
forming  this  celebrated  system. 


OBITUARY 

^  George  H.  Walbridce,  engineer  and 
public  utility  executive,  died  August  5 
at  his  home  in  New  York  after  a 
month’s  illness.  He  was  66  years  old. 
Following  graduation  from  Cornell  Uni¬ 
versity  in  1890,  Mr.  Walbridge  became 
vice-president  of  the  J.  G.  White  En¬ 
gineering  Corporation.  He  continued 
in  this  executive  position  until  1902 
and  as  a  director  of  the  engineering 
branches  of  the  White  interests  through¬ 
out  his  life.  At  his  death  he  was  direc¬ 
tor  of  the  J.  G.  White  Engineering  Cor¬ 
poration.  From  1902-1907  he  engaged 
in  general  engineering  practice  and 
from  1907-1911  he  was  president  of  the 
Colorado  Power  Company  in  charge  of 
constructing  hydro-electric  power  plants. 
In  1911  he  became  associated  with  Bon- 
bright  &  Company,  investment  bankers, 
as  consultant  engineer  specializing  in 
public  utility  projects.  Later  he  was 
made  vice-president  and  became  a  direc¬ 
tor  of  many  of  the  public  utility  com¬ 
panies  with  which  the  banking  house 
was  identified.  Since  1920  he  had  been 
active  as  a  consultant  engineer  with 
offices  in  New  York  and  as  a  director 
of  utility  and  engineering  enterprises. 

►  Frederick  Thomson,  one  of  Mon¬ 
treal’s  pioneers  in  the  field  of  electricity, 
and  brother  of  Dr.  Elihu  Thomson,  died 
August  8,  after  a  long  illness,  at  the  age 
of  80.  Mr.  Thomson  assisted  his  brother, 
one  of  the  organizers  of  the  Thomson- 
Houston  Company,  in  many  of  his  early 
experiments.  Born  in  Manchester, 
England,  Mr.  Thomson  came  to  this 
country  at  an  early  age.  In  1882  he 
went  to  Canada  as  electrician  for  the 
Thomson-Houston  Company  of  Canada, 
and  when  that  company  was  sold  and  the 
name  changed  to  the  Royal  Electric  Com¬ 
pany  he  remained  in  the  position  of  chief 
electrician.  In  1893  he  established  his 
own  business  under  the  name  of  Fred 
Thomson  &  Company.  He  remained 
president  until  his  death.  Mr.  Thomson 
was  one  of  the  first  to  project  the  idea 
of  the  power  transmission  line  from 
Montmorency  to  Quebec  City.  He  also 
prepared  the  original  plans  for  the  line 
from  Chambly  to  Montreal.  He  experi¬ 
mented  in  the  building  of  electric  motors 
for  street  cars,  although  told  that  these 
cars  were  impracticable  in  Montreal  be¬ 
cause  of  the  snow,  and  in  1892  he  in¬ 
stalled  the  first  trolley  line  in  the  city. 
Mr.  Thomson  was  one  of  the  oldest 
members  in  years  of  membership  as  well 
as  in  age  of  the  Engineering  Institute  of 
Canada. 


ELECTRICAL  WORLD  >  AUGUST  22,  1936 


(2597)  13 


Sangamo  Sales 
Up  60  per  Cent 

An  increase  of  60.3  per  cent  in  gross 
sales  for  the  first  six  months  of  the  year 
is  announced  by  the  Sanganio  Electric 
Company  in  a  report  recently  issued  by 
R.  C.  Lanphier,  president.  Gross  sales 
for  the  six-month  period  totaled  $1,954,- 
090,  compared  with  $1,210,246  for  the 
similar  period  of  last  year.  Net  profits, 
after  setting  aside  $59,629  for  taxes, 
amounted  to  $440,276,  which  is  equal  to 
$3.17  a  share  on  the  company’s  139,000 
outstanding  shares  of  common  stock. 

In  the  report  Mr.  Lanphier  said: 
“During  the  last  three  months  we  have 
completed  two  new  buildings  in  Spring- 
held,  a  second  warehouse  for  storage  of 
raw  materials  and  finished  products  and 
a  large  addition  to  our  punch  press  de¬ 
partment.  .  .  .  We  have  also  purchased  a 
large  amount  of  new  machinery  of  the 
latest  and  most  up-to-date  type,  some  of 
which  has  been  installed  and  other  items 
will  be  delivered  shortly,  all  of  which  will 
effect  further  economies  in  our  operations 
at  Springfield.  .  .  .  Prospects  for  the  bal¬ 
ance  of  this  year  look  favorable  and  in¬ 
dicate  satisfactory  earnings  for  that 
period.” 

Norma-Hoffmann  Celebrates 
Twenty-Fifth  Anniversary 

Norma-Hoffmann  Bearings  Corporation, 
manufacturer  of  “Precision”  ball,  roller 
and  thrust  bearings,  is  celebrating  its 
first  25  years  of  service  to  American  in¬ 
dustry.  It  was  founded  in  1911  by  Wal¬ 
ter  M.  Nones,  its  president. 

• 

Kelvinator  Refrigerator 
Shipments  Up 

July  shipments  of  Kelvinator  com¬ 
mercial  refrigerators  were  4,261  units 
or  an  increase  of  54  per  cent  over  ship¬ 
ments  for  the  corresponding  month  of 
1935.  Shipments  for  the  ten  months 
fiscal  period  ended  July  31  were  35,168 


units,  as  compared  with  24,282  for  the 
similar  period  last  year,  or  an  increase 
of  44.8  per  cent,  according  to  J.  A. 
Harlan,  manager  of  commercial  sales. 

• 

Raymond  Roth  Acquired  by 
National  Electric  Products 

National  Electric  Products  Corporation 
of  Pittsburgh  has  acquired  the  business 
of  Raymond  Roth,  Inc.,  of  New  York 
City,  manufacturer  of  Goeller  connectors, 
Charmond  terminal  blocks  and  other  de¬ 
vices  formerly  made  by  the  above  con¬ 
cern.  Manufacturing  of  these  products 
will  continue  under  the  National  Elec¬ 
tric  banner,  and  all  engineering,  sales 
and  production  detail  will  be  handled 
by  Raymond  Roth. 

LIKE  AN  ADMIRAL’S 
HAT 


Shaped  like  an  admiral’s  hat  is  this 
new  4,000-lumen  C.E.  incandescent 
lamp  for  highway  lighting.  The 
filament  is  an  inch-long  bar.  Thirty- 
nine  of  these  lamps  will  be  used  at 
Chagrin  Falls,  Ohio 


Oil  Burner  Sales 
Boom  Predicted 

Booming  residential  building  through¬ 
out  the  United  States  will  send  fall  and 
winter  sales  of  oil-burning  equipment  to 
unprecedented  heights,  more  than  1,200 
dealers  and  salesmen  were  told  in  eight 
regional  meetings  just  held  by  the  Tim¬ 
ken  Silent  Automatic  Company,  division 
of  the  Timken-Detroit  Axle  Company. 

Importance  of  utilizing  real  salesman¬ 
ship  to  take  full  advantage  of  the  pos¬ 
sibilities  of  this  rising  market  was 
stressed  throughout  the  eight  meetings, 
which  were  held  in  Minneapolis,  Duluth, 
Chicago,  Detroit,  New  York,  Philadel¬ 
phia,  Boston  and  Syracuse. 

Highlighting  the  program  was  the  in¬ 
troduction  of  the  new  Model  GC  20-A 
Timken  air-conditioning  oil  furnace. 

• 

Lamp  Price  Reduction 

An  all-over  reduction  of  more  than  10 
per  cent  in  the  list  price  of  seven  inside- 
frosted  silvered  bowl  Mazda  lamps  and 
twelve  large-size  lamps  designed  for 
spotlight,  floodlighting  and  motion-pic¬ 
ture  production  service,  effective  Septem¬ 
ber  1,  was  announced  this  week  by  the 
incandescent  lamp  department  of  the 
General  Electric  Company,  Nela  Park. 

Westinghouse  Lamp  Company  has  re¬ 
duced  prices  on  automobile  headlight 
Mazda  lamps  20  per  cent,  effective  Sep¬ 
tember  1.  Reductions  also  were  made  on 
lamps  for  side  and  rear  lights  and  radio 
panel  lamps.  On  a  few  special  types  of 
large  lamps,  such  as  those  used  in  airway 
beacons,  floodlights  and  spotlight  equip¬ 
ment,  prices  also  were  reduced. 

• 

Seattle  Awards  Contracts 

Seattle  Board  of  Public  Works  on  Au¬ 
gust  6  awarded  the  contract  for  furnish¬ 
ing  transformers  to  be  installed  in  the 
north  and  south  substations  in  Seattle  to 
the  Pennsylvania  Transformer  Company 
on  a  bid  of  $114,465.  On  the  same  date 
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the  board  gave  the  contract  for  oil  circuit 
breakers  and  disconnecting  switches  to 
the  Pacific  Electric  Manufacturing  Com¬ 
pany,  Seattle,  for  $33,040,  and  for  small 
disc(mnecting  switches  to  the  Electric 
Power  Equipment  Company,  Seattle,  on 
a  bid  of  $510. 


Portland  to  Celebrate 
Electrical  Progress  Week 

The  retail  merchants  department  of 
the  Portland  (Ore.)  Chamber  of  Com¬ 
merce  will  sponsor  August  24-29  what 
will  be  known  as  Electrical  Progress 
week,  according  to  D.  B.  Chown,  chair¬ 
man  of  the  retail  merchants  committee. 
“The  purpose,”  Mr.  Chown  said,  “is  to 
acquaint  the  public  with  the  many  new 
innovations  in  electrical  appliances, 
from  the  merest  gadget  to  that  of 
refrigeration,  cooking,  washing  and 
other  activities.  ...  It  is  our  purpose  to 
make  the  public  better  acquainted  with 
the  possibilities  of  such  appliances.” 

• 

Stove  Company  Expands 

Due  to  increase  in  the  volume  of  busi¬ 
ness  the  Standard  Electric  Stove  Com¬ 
pany,  Toledo,  Ohio,  has  taken  on  some 
additional  floor  space  by  leasing  the 
adjoining  building.  This  move  increases 
the  floor  space  approximately  20  per  cent. 
The  additional  space  will  be  used  for  the 
expansion  of  the  company’s  fabricating, 
welding  and  oven  assembly  department. 
Increase  in  the  volume  of  business  for 
the  first  six  months  of  1936  was  83  per 
cent  over  the  similar  period  of  1935. 

• 

Copper  Prices  Debated 

Foreign  and  domestic  demand  for 
copper  introduces  speculation  on  the 
trend  of  copper  prices.  Domestic 
copper  stocks  are  at  the  lowest  level  in 
several  years  with  production  far  sur¬ 
passed  by  consumption.  Buying  now 
at  about  9.75  cents  aggregated  18,- 
770.000  pounds  in  August.  On  the  other 
hand  the  copper  industry  is  working  at 
only  from  50  to  55  per  cent  of  produc¬ 
tion  capacity  and  some  producers  are 
not  in  favor  of  a  price  rise.  Competent 
opinion  favors  either  a  price  rise  or  a 
split  market  in  the  near  future. 


New  York  Metal  Prices 

Aug.  12.  1936  .4ug.  19,  1936 


Am.  S.  A  R.  price. . 

Antiniony . 

Nickel  ingot . 

Zinc  spot . 


Wuminum,  99  per  cent . 


Cents  per 

Cents  pel 

Pound 

Pound 

9.75* 

9.75* 

4.60 

4.60 

11.00 

10.875 

35.00 

35.00 

5. 175 

5. 175 

43.30 

42.00 

19—21 

19—21 

Field  Reports  on  Business 

Reports  to  Electrical  World  from  the  field  confirm  the  fact  that  new 
orders  are  maintaining  the  industrial  backlog,  despite  the  exceptional 
midsummer  activity  in  many  lines.  Electric  appliance  sales  continue 
to  run  at  record  levels,  energy  output  in  the  latest  week  made  the  second 
best  showing  on  record  and  increasing  demand  for  copper  this  week 
threatens  to  raise  prices  again. 


PACIFIC  COAST 

All  contributing  factors  continue  excellent 
though  some  apprehension  is  teit  over  Aug¬ 
ust  31  expiration  of  longshoremen’s  labor 
agreement  coupled  with  September  renewal 
of  new  warehousemen’s  union  and  its  pos¬ 
sible  effect  upon  electrical  wholesalers.  In¬ 
dustrial  business,  especially  seasonal,  is  im¬ 
proving  and  it  is  especially  significant  that 
a  22  per  cent  personnel  increase  is  accom¬ 
panied  by  a  40  per  cent  payroll  increase 
over  last  year. 

A  bridge  to  cost  about  $6,000,000  is  pro¬ 
jected  across  the  Narrows  near  Tacoma. 
San  Francisco’s  $72,000,000  Bay  Bridge  is 
reported  90  per  cent  completed  and  announce¬ 
ment  of  purchase  of  $400,000  worth  of  rail¬ 
way  equipment  is  expected,  though  vehicle 
traffic,  predicted  for  November,  will  ante¬ 
date  railway  service  by  nearly  a  year. 

Salesmanship  and  engineering  are  raising 
lighting  business  to  new  off-season  peaks. 
The  San  Francisco  Bridge  is  to  use  $500,- 
000  of  searchlights  up  to  60-in.  diameter. 
Mercury  vapor  lamps  are  being  successfully 
installed  fur  grading  and  sorting  fruit.  As¬ 
sociated  lines  such  as  Neon  transformers 
are  also  reacting  to  lighting  activity.  Street 
lighting  sales  are  also  mounting  after  six 
quiet  years. 

San  Francisco  is  installing  a  new  lot  of 
100  costing  $30,000,  while  new  subdivisions 
in  such  interior  industrial  cities  as  Stock- 
ton  are  being  laid  out  to  relieve  housing 
shortage.  Several  cities  are  now  turning  on 
the  second  light  of  each  double  standard. 
New  elevators  are  being  installed  in  San 
Francisco  and  Los  Angeles  downtown  build¬ 
ings  including  the  former’s  Merchants  Ex¬ 
change.  Pacific  Gas  &  Electric  Company 
reports  80,000  survey  calls  in  thirty  months 
in  its  East  Bay  district  alone. 

NEW^  YORK 

Trade  and  industry  approach  Labor  Day 
and  the  autumn  months  of  normally  higher 
activity  with  almost  all  lines  moving  faster 
than  at  any  time  since  1930;  some  are  top¬ 
ping  1930  and  approaching  1929  levels. 
Steel  operations  are  up  two  points  to  ap¬ 
proximate  the  high  for  the  year,  notwith¬ 
standing  the  slack  period  for  the  auto 
plants.  Electric  energy  production  has 
mounted  to  the  second  highest  level  ever 
recorded.  July  building  was  the  best  for 
any  month  since  June,  1931.  Retail  sales 
last  month  made  far  and  away  the  best 
showing  for  the  year  to  date.  Machine  tool 
orders  are  the  highest  in  seven  years. 

Residential  and  other  building  continues 
to  provide  a  brisk  market  for  electrical 
equipment  in  the  New  York  district.  F.  W. 
Dodge  Corporation  reports  the  total  for  the 
metropolitan  area  at  $223,432,800  for  the 
first  seven  months,  a  gain  of  $83,545,600 
over  last  year’s  comparable  period.  North¬ 
ern  New  Jersey  had  one  of  the  sharpest 
gains,  with  $16,388,300  going  into  one-  and 
two-family  dwellings,  against  $1,059,000  for 
apartment  buildings  and  hotels. 

July  earnings  of  the  public  utilities,  as 
anticipated,  are  continuing  to  translate  the 
increase  in  energy  output  into  higher  earn¬ 
ings;  orders  for  generating  equipment  show 


further  signs  of  swelling  into  important 
volume. 

There  has  been  exceptional  world  demand 
for  copper,  but  Kennecott  blocked  a  possible 
price  advance  to  10  cents  by  stepping  up 
production. 

NEW  ENGLAND 

Contracts  for  two  25,000-kva.  transform¬ 
ers  and  line  materials  for  a  short  power  line 
in  this  district  are  pending.  Activity  in 
electric  arc  welding  units  is  reported  by 
one  prominent  manufacturer  to  be  strong 
and  sales  for  the  past  month  of  100-amp. 
and  150-amp.  units  were  very  encouraging. 
Inquiries  for  small  motors  are  being  re¬ 
ceived  in  good  volume  and  sales  are  holding 
up  to  a  level  considerably  above  that  for  a 
corresponding  period  of  last  year. 

Sales  of  small  switches  and  control  equip¬ 
ment  are  strong,  according  to  a  well-known 
manufacturers’  representative.  Lighting  fix¬ 
tures  for  institutions  are  in  demand.  House 
wiring  contracts  are  heavy  and  materials 
for  domestic  electric  installations  are  mov¬ 
ing  in  good  ‘volume.  Chicopee,  Mass.,  has 
been  chosen  as  a  site  for  a  federal  loan  of 
$200,000  for  workingmen’s  homes  which 
will  involve  a  good  volume  of  wiring  device 
and  fixture  sales. 

Merchandising  is  somewhat  spotty  and 
attention  is  being  given  to  promotion  of 
sales  for  the  coming  fall.  However,  reports 
from  southern  Vermont  are  of  interest  since 
in  this  district  the  sales  to  date  of  refriger¬ 
ators  are  more  than  double  last  year’s  quota, 
all  told  2,146  units.  Range  orders  within 
this  area  are  also  reported  favorably. 

The  Boston  Elevated  Railway  has  re¬ 
cently  bought  twenty  trackless  trolley  cars 
for  use  in  the  Malden  district. 

CHICAGO 

Business  as  a  whole  continued  last  week 
to  operate  around  the  peak  levels  of  the 
last  six  years.  Activity  was  a  shade  under 
the  previous  week  but  grudgingly  gave 
ground  to  the  seasonal  demands.  Turn¬ 
over  in  industry  is  at  a  rate  22  per  cent 
higher  than  in  the  corresponding  week  of 
1935. 

Slow  to  join  the  recovery  movement, 
building  lines  are  now  found  to  be  con¬ 
tributing  materially  to  the  general  improve¬ 
ment  of  conditions.  Residential  buildings 
continue  to  he  the  outstanding  feature  of 
construction  in  this  area,  having  climbed  to 
the  highest  point  since  1931. 

The  market  for  electrical  equipment  re¬ 
mains  steady.  Wholesalers  report  a  slight 
decline  from  last  month  but  are  optimistic 
over  the  fall  outlook.  Appliance  sales  have 
slumped  seasonally  but  are  well  ahead  of 
last  year.  There  is  a  greater  demand  for 
portable  electric  tools.  Purchases  of  equip¬ 
ment  by  the  city  are  more  active.  Contracts 
awarded  last  week  include  two  1.000-gal. 
capacity  pumps,  airport  control  tower,  ele¬ 
vators  and  new  refrigeration  equipment  for 
the  municipal  hospital.  Portable  lamp  man¬ 
ufacturers  report  favorable  reception  of  the 
new  I.E.S.  models,  and  production  has  been 
stepped  up  in  anticipation  of  a  substantial 
increase  in  sales. 
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PRICE  TREND  OF  37 
POWER  AND  LIGHT 
COMMON  STOCKS 


Utility  Stocks  Decline  Slightly 
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Moving  within  a  narrow  range,  prices  of  electric  light  and  power  stocks 
drifted  lower  this  week.  ‘‘Electrical  World’*  index,  39.4;  last  week,  39.8 


Refunding  Reflects 
Seasonal  Inactivity 


equal  to  the  face  value  of  1,880  shares 
of  its  preferred  stock  held  by  the  public. 
There  is  further  stipulation  that  $101,000 
first  mortgage  bonds  of  New  Hampshire 


Power  Company  now  held  by  Public  Serv¬ 
ice  of  New  Hampshire  shall  be  surren¬ 
dered  for  cancellation.  The  applicant  is 
a  wholly  owned  subsidiary  of  the  pur¬ 
chasing  company. 

Bank  Sells  Interest 
in  Middle  West  Stock 

Announcement  was  made  this  week  by 
the  Chicago  Corporation,  an  investment 
company,  and  A.  G.  Becker  &  Company, 
investment  bankers,  of  the  purchase  of 
the  Continental  Illinois  National  Bank  & 
Trust  Company’s  14.3  per  cent  interest 
in  the  Middle  West  Corporation.  The 
price  was  $12  a  share.  Of  the  475,046- 
share  holding  of  the  Continental  Bank, 
the  Chicago  Corporation  took  three- 
fifths,  or  285,028  shares,  and  Becker  & 
Company  acquired  190,018  shares.  The 
transaction,  involving  approximately 
$5,700,000,  gives  the  Chicago  Corpora¬ 
tion  8.58  per  cent  of  the  Middle  West 
stock  outstanding,  with  Becker  &  Com¬ 
pany  holding  5.72  per  cent. 


Refunding  in  the  last  week  for  the  first 
time  this  summer  reflected  a  seasonal 
slump.  No  offerings  of  any  importance 
were  announced,  although  sizable  issues 
are  being  talked  about  for  offering 
shortly. 

Gulf  States  Utilities  Company  is  plan¬ 
ning  $21,300,000  new  financing  to  replace 
outstanding  obligations  bearing  a  higher 
interest  rate.  It  seeks  authority  to  issue 
$17,300,000  principal  amount  of  first 
mortgage  and  refunding  bonds,  to  bear 
interest  at  not  more  than  4  per  cent,  and 
$4  ,000,000  principal  amount  of  unsecured 
debentures,  to  bear  interest  at  no  more 
than  4V^  per  cent. 

Pacific  Gas  &  Electric  Company  is  re¬ 
ported  to  be  negotiating  to  refund  $35,- 
000,000  of  its  5  per  cent  general  and 
refunding  bonds  of  1942  at  a  3%  per  cent 
coupon  or  better. 

Toledo  Edison  Company  has  filed  ap¬ 
plication  with  Ohio  Public  Utilities  Com¬ 
mission  to  make,  in  evidence  of  a  loan 
which  it  negotiated  from  Chase  National 
Bank  of  New  York,  a  five-year  4  per  cent 
note  and  to  secure  it  with  the  deposit  of 
$3,000,000  6  per  cent  and  4  per  cent 
mortgage  bonds. 


Power  Commission  Approves 
New  Hampshire  Power  Sale 

Federal  Power  Commission  recently 
approved  application  of  the  New  Hamp¬ 
shire  Power  Company  to  dispose  by  sale 
of  its  properties,  franchises,  facilities 
and  other  assets  to  Public  Service  Com¬ 
pany  of  New  Hampshire. 

The  application  stipulates  that  New 
Hampshire  Power  Company  is  to  receive 
sufficient  cash  to  retire  $626,000  of  its  first 
mortgage  bonds  and  an  amount  of  cash 


Utility  Earnings  Reports 


Net  Income 


Net  Income 


Company 

American  Gas  A  Electric 

Twelve  Months,  J  jne  30 . 

American  Light  A  Traction 

(b)Twelve  Months,  June  30 . 

American  Power  A  Light 

June  30  quarter . 

Twelve  Months,  J une  30 . 

American  W.  W.  A  Elec. 

(b)Twelve  Months,  June  30 . 

Brooklyn  Edison 

June  30  quarter . 

Twelve  Months,  June  30 . 

Buffalo,  Niagara  A  Eastern  Power 

(blJune  30  quarter . 

(b)Twel  ve  Months,  J  une  30 . 

Central  Illinois  Public  Service 

June  30  quarter . 

Twelve  Months,  June  30 . 

Commonwealth  A  Southern 

Kx  Months  Ju"e  30 . 

Twelve  Months,  June  30 . 

Consumers  Power 

Twelve  Months,  June  30 . 

Continental  Gas  A  Elec. 

Twelve  Months,  June  30 . 

Delaware  Power  A  Light 

(b)June  30  quarter . 

(b)Twel ve  Months,  June  30 . 

Eastern  Utilities  Associates 

Twelve  Months,  June  30 . 

Electric  Power  A  Light 

June  30  quarter . 

Twelve  Months,  June  30 . 

El  Paso  Electric  Company 

Twelve  Months,  June  30 . 

Engineers  Public  Service  and  subs. 

Twelve  Months,  June  30 . 

Gulf  States  Utilities 

Twelve  Months,  June  30 . 

Kings  County  Lighting 

(b)Six  Months.  June  30 . 

(b)Twelve  Months,  June  30  . 

Laclede  Gas  Light 

Twelve  Months,  June  30 . 

Long  Island  Lighting 

(b)Six  Months,  June  30 . 

(b)Twelve  Months,  June  30 . 

Louisville  Gas  A  Electric  of  Del. 

Twelve  Months,  May  31 . 

Milwaukee  Elec.  Rwy.  A  Light 

Twelve  Months,  June  30 . 

National  Power  A  Light 

June  30  quarter . 

Twelve  Months,  June  30 . 


1936 

1935 

Jll.101.617 

$10,114,742 

5,179,421 

3,885,366 

2,204,975 

9,302,104 

1,429,683 

5,911,340 

4,241,357 

2,713,400 

2,320,670 

9,932,994 

2,553,986 

11,235,517 

2,110,632 

7,675,498 

1,602,568 

7,040,100 

187,278 

470,595 

235,624 

499,584 

5,915,786 

10,589,159 

4,733,425 

8,019,135 

8,259,816 

7,409,679 

3,801,690 

2,419,912 

313,983 

1,258,224 

282,215 

1,218,538 

1,861,061 

1,752,933 

1,289,084 

5,351,245 

(a)843,857 

(a)222,218 

328,854 

353,517 

2,474,689 

94 ‘>,242 

770,936 

800,790 

171,765 

315,285 

238,674 

435,904 

102,130 

734,724 

2,259,269 

1,010,321 

2,315,998 

1,673,210 

1,313,738 

2,102,110 

1,559,225 

1,693,244 

6,538,613 

1,372,591 

6,161,245 

Company 

Nevada-Califomia  Electric 

Twelve  Months,  June  30 . 

New  York  Edison,  Inc. 

June30quarter . 

Twelve  Months,  June  30 . 

New  York  A  Queens  El.  Lt.  A  Pr. 

June  30  quarter . 

Twelve  Months,  June  30 . 

Niwra  Falls  Power 

n))June  30  quarter . 

(b)Twelve  Months,  June  30 . 

Niagara,  Lockport  A  Ontario  Power 

June  30  quarter . 

Twelve  Months,  June  30 . 

North  American  Edison 

Twelve  Months,  June  30 . 

North  American  Light  A  Power 

Twelve  Months,  June  30 . 

Ohio  Edison 

Twelve  Months,  June  30 . 

Pacific  Lighting  Corp. 

Twelve  Months,  June  30 . 

Portland  General  Electric 

Six  Months,  June  30 . 

Pennsylvania  Water  A  Power 

Six  Months,  June  30 . 

Puget  Sound  Power  A  Light 

Twelve  Months,  June  30 . 

Sierra  Pacific  Electric 

Twelve  Months,  June  30 . 

Stone  A  Webster,  Inc, 

(b)June  30  quarter  . 

(b)Twelve  Months,  June  30 . 

Syracuse  Lighting,  Inc. 

June  30  quarter . 

Twelve  Months,  June  30 . 

Tampa  Electric 

Twelve  Months,  June  30 . 

United  Light  A  Power 

Twelve  Months,  June  30 . 

Utilities  Power  A  Light 

Twelve  Months,  March  31 . 

Virginia  Elect'ic  A  Power 

Twelve  Months,  June  .30 . 

Westchester  Lighting 

June  30  quarter . 

Twelve  Months,  June  30 . 

West  Texas  Utilities 

June30qtutrter . 

Six  Months,  June  30 . 

Wisconsin  Power  A  Light 

June  30  quarter . 

Six  Months,  June  30 . 


1936 

1935 

$1,085,880 

$350,460 

4,898,907 

18,051,413 

4,461,475 

17,251,059 

847,784 

3,255,660 

698,627 

3.046,382 

860,086 

3,178,703 

837,294 

3,428,588 

369,163 

1,289,730 

192.368 

981,788 

10,159,449 

6,606,332 

704,889 

(a)981,465 

3,672,138 

3,271,167 

7,614,420 

7,688,284 

633,794 

485,217 

1,065,604 

1,083,353 

1,496,484 

699,346 

477,734 

403,189 

156,303 

1,307,442 

(a)379,331 

(a)l,134,925 

292,986 

1,082,035 

234,686 

990,423 

1,333,510 

1,285,932 

3,772,529 

898,437 

(a)l,785,792 

(a)398,342 

3,083,217 

2,698,933 

632,664 

1,404,735 

427,652 

1,445,810 

143,319 

196,371 

88,701 

71,339 

278,677 

549,470 

97,665 

249,914 

(a)Net  loss.  (b)Report  subject  to  audit  and  year-end  adjustments. 
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for  this  alloy  include  relatively  low  melting 
point,  high  electrical  conductivity,  tensile 
strength  and  fluidity  at  brazing  tempera¬ 
tures.  It  is  available  in  many  sizes  and 
shapes,  including  rod,  ribbon,  bar,  washer 
and  strip. 


TECHNICAL  BULLETINS 


Standard  Ultraviolet  Source — A  method 
whereby  a  commercial  110-voIt,  vertical, 
quartz  mercury  “Uviarc”  lamp  may  be  used 
as  a  standard  source  of  ultraviolet  radiation 
in  the  calibration  of  photo-eleciric  dosage  in¬ 
tensity  meters  is  described  in  Research  Paper 
RP  8^  of  the  National  Bureau  of  Standards, 
U.  S.  Department  of  Commerce.  The  bulletin 
includes  information  on  performance  tests 
with  the  lamp.  Copies  are  available  from 
the  Superintendent  of  Documents,  Washing¬ 
ton,  D.  C. 

Portable  Mecohmers — Features,  meth¬ 
ods  of  connecting,  sizes  and  scales  available 
of  “Junior  Paragon”  constant-pressure  meg- 
ohmers  are  in  Bulletin  415  of  Herman  H. 
Stitcht  &  Company,  27  Park  Place,  New 
York  City. 

Lathe  Grinders — Users  of  lathe  grinders 
may  be  interested  in  the  new  catalog  issued 
by  the  Du  more  Company  of  Racine,  Wis. 
This  15-page  booklet  lists  the  grinders  man¬ 
ufactured  by  this  company,  shows  some  in 
use  and  features  a  table  of  comparative 
specifications  for  this  line  of  grinders. 

Pipe  Machines — Two  pipe  machines — ca¬ 
pable  of  handling  pipe  up  to  2  inches  in 
diameter — are  analyzed  in  an  8-page  bulletin 
of  Beaver  Pipe  Tools,  Inc.,  Warren,  Ohio. 
Mechanical  features,  performance  data  and 
weights  are  given. 

Ventilating  Fans — Construction  features, 
specifications  and  convenient  tables  to  deter¬ 
mine  the  number  of  fans  necessary  in  various 
installations  are  in  two  4-page  folders  issued 
by  Air  Controls,  Inc.,  a  division  of  Cleveland 
Heater  Company,  1933  West  114th  Street, 
Cleveland,  Ohio.  One  fan,  designed  to 
deliver  6,000  cu.ft.  of  air  per  minute  is  de¬ 
scribed  in  Form  64-MV-436;  the  other, 
designed  to  deliver  7,000  cu.ft.  of  air  per 
minute,  is  discussed  in  Form  65-MV-436. 

Carbon  Brushes  and  Shunts — The  Na¬ 
tional  Bureau  of  Standards,  U.  S.  Department 
of  Commerce,  has  issued  Simplified  Practice 
Recommendation  R56-35,  for  carbon  brushes 
(carbon,  graphite  and  metal-graphite)  and 
brush  shunts.  Copies  may  be  purchased  for 
5  cents  from  the  Superintendent  of  Docu¬ 
ments,  Washington,  D.  C. 


Control  Switches — New  developments 
in  Type  SB-1  transfer  and  control  switches 
have  been  announced  by  General  Electric 
Company,  Schenectady,  N.  Y.  It  is  claimed 
that  electrically  separate  stationary  contacts, 
one  of  the  new  features,  makes  it  possible 
to  meet  most  double-circuit  switching  re¬ 
quirements  with  a  single-stage  switch.  Other 
features  of  these  switches  include  large  (4 
in.  high)  escutcheon,  water-  and  oil-tight 
housing  and  renewable  handles.  Three  sizes 
are  available,  for  1  to  4  stages,  for  5  to  8 
stages  and  for  9  to  12  stages. 

Tumbler  Heater — An  electric  immersion 
heater  that  is  small  enough  to  heat  a  tum¬ 
blerful  of  water  or  other  solution  has  been 
announced  by  the  Edwin  L.  Wiegand  Com¬ 
pany,  Pittsburgh,  Pa.  This  heater  has  a 
nickel-plated  copper  housing  and  is  furnished 
with  a  6-ft.  rubber-covered  extension  cord 
with  attachment  plug.  A  convenient  on- 
and-off  switch  is  mounted  on  the  cord.  The 
heater  is  rated  at  115  volts  and  350  watts. 

Electric  Chimes — When  the  bell  button 
is  pushed  Strobos  chimes  produce  melodious 
note  or  notes,  instead  of  the  often  disagree¬ 
able  and  confusing  clanging  sound  of  old- 
style  doorbells.  These  chimes,  manufac¬ 
tured  by  J.  Thos.  Rhamstine,  Detroit,  Mich., 
are  made  of  brass  tubing  and  are  available 
in  three  styles,  one  and  two  tones.  Two- 
tone  models  may  be  connected  to  ring  twice 
for  the  front  door,  once  for  the  rear  door. 
Special  transformers  are  furnished  with  all 
models. 

Wiring  Devices  —  A  complete  line  of 
wiring  devices  made  of  ivory  colored 
“Plaskon”  and  known  as  the  “Ivorylite”  line 
is  announced  by  the  Arrow-Hart  &  Hegeman 
Electric  Company,  Hartford,  Conn.  Switches, 
receptacles  and  pilot  light  combinations  are 
available  with  one,  two  and  three  units  in  a 
single  standard  wall  box.  Units  are  com¬ 
pletely  inclosed  in  Plaskon,  which  is  said 
to  offer  dielectric  properties  and  permanent 
surface  quality. 

Resilient  Mounting  —  A  new  resilient 
mounting  for  electric  motors  and  machinery 
has  been  developed.  It  is  designed  to  elimi¬ 
nate  transmission  of  objectionable  noise  and 
vibration  to  the  building  structure.  Because 
of  the  adjustable  cushioning  of  these  bases, 
they  can  be  furnished  for  any  reasonable 
weight  or  frequency  of  vibration,  it  is  stated 
by  the  manufacturer,  W.  D.  Fabling  of  Los 
Angeles.  Mountings  consist  of  a  floating 
platform  suspended  by  resilient  balls  made 
of  rubber  set  in  recesses  between  parallel 


instrument,  including  microphone,  tripod, 
calibrating  unit  and  batteries,  is  contained 
in  a  compact  metal  case.  Its  weight  is  only 

39  lb.  The  microphone  is  a  small,  non¬ 
directive,  piezo-electric  type  with  practically 
flat  frequency  response  up  to  8,000  cycles 
per  second.  The  five-stage  amplifier  is  re¬ 
sistance-transformer  coupled  and  has  spe¬ 
cial  small-size,  low-drain  tubes  mounted  in 
shock-reducing  sockets.  A  convenient 
switch  permits  the  selection  of  either  a  flat- 
frequency  response  to  measure  sound  in¬ 
tensity  or  a  weighted  response  which  ap¬ 
proximates  that  of  the  ear  at  a  loudness  of 

40  decibels.  The  range  of  the  instrument 
is  30  to  120  decibels. 

Fish  Tape  Reel — It  is  claimed  that  50 
per  cent  of  the  time  and  work  spent  by  elec¬ 
trical  contractors  “fishing”  for  wires  may 
be  saved  by  using  the  new  Ideal  fish  tape 
reel,  manufactured  by  the  Ideal  Commutator 
Dressing  Company,  Sycamore,  Ill.  In  use, 
the  wire  is  caught  in  a  hook  at  the  end  of 
the  tape  and  then  pulled  up,  the  reel  serv¬ 
ing  as  a  handle  and  pulling  device.  Tape 
is  kept  coiled  and  inclosed  until  it  is  to  be 
used,  but  may  readily  be  run  out  to  any 
length.  Standard  reels  have  100  ft.  of  tape, 
but  will  hold  up  to  250  ft.  Two  sizes  are 
available:  i  x  0.060-in.  fish  tape,  3/16  x 
0.060-in.  fish  tape. 

Renewable  Fuse — When  this  new  all¬ 
purpose  fuse  “blows”  it  may  be  renewed  by 
swinging  it,  contact  end  down,  like  a  ther¬ 
mometer.  Mercury  is  used  as  the  current 
conductor.  Short  circuit  or  overload  heats 
and  expands  the  mercury,  thus  breaking 
the  circuit.  Shaking  the  fuse  then  returns 
the  mercury  to  the  two  contact  points  within 
the  fuse  and  renews  it.  It  isi  manufactured 
by  Perma-Fuse  Corporation,  Louisville,  Ky. 

Brazing  Alloy — Phos-copper  brazing 
alloy,  marketed  by  the  Westinghouse  Elec¬ 
tric  &  Manufacturing  Company,  East  Pitts¬ 
burgh,  Pa.  is  said  to  be  suitable  for 
all  kinds  of  copper  and  copper  alloy 
joints  where  strength,  gas-  and  liquid- 
tight  joints  are  required,  such  as  _ 
busbar  structures,  electrical  connec- 
tions,  terminal  lugs  and  air-condi-  ^ 

tioning  systems.  Properties  claimed  » 


Tumbler  Heater 


Sound-Level  Meter — A  new  sound-level 
Meter  which  will  give  a  quantitative  meas¬ 
ure  of  noise,  commensurate  with  the  sensa¬ 
tions  experienced  by  the  ear  has  been 
placed  on  the  market  by  General  Electric 
Company.  Special  precautions  have  been 
tuken  to  make  the  amplifier  unit  of  the  in¬ 
strument  suitable  for  use  in  the  neighbor¬ 
hood  of  electrical  machinery  where  stray 
Mugnelic  fields  are  common.  The  complete 
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P.W.A.  Approves 
Hmh  Point  Grant 

Announcement  has  been  made  by 
(j.  Faldo  of  Washington,  D.  C.,  presi¬ 
dent  of  the  Smith  Mountain  Power  Com¬ 
pany,  controlling  a  large  acreage  and 
riparian  rights  along  the  Staunton- 
Koanoke  River  in  Virginia,  that  the 
P.W.A.  has  fully  approved  the  applica¬ 
tion  of  the  city  of  High  Point,  N.  C.,  for 
a  grant  of  45  per  cent  of  $6,000,000, 
which  is  the  estimated  cost  of  the  con¬ 
struction  of  a  hydro-electric  plant  at 
Smith  Mountain  and  a  power-carrying 
line  from  the  plant  to  High  Point. 

The  Carolina  municipality,  which 
was  revealed  as  the  owner  of  the  Smith 
Mountain  Power  Company  in  an  ap¬ 
plication  filed  with  the  Virginia 
Corporation  Commission  (Electrical 
World,  May  23,  page  206)  is  prepared 
to  put  up  55  per  cent  of  the  cost  and  is 
not  seeking  a  loan  from  the  federal  gov¬ 
ernment,  Its  application  is  for  a  grant 
of  45  per  cent, 

• 

North  Boston  Power 
Line  Approved 

Authority  to  build  a  110-kv.  trans¬ 
mission  line  between  Tewksbury  and 
Melrose,  Mass.,  to  supply  additional 
energy  and  more  reliable  service  to  the 
growing  utilities  immediately  north  of 
the  Roston  Edison  area  has  been  granted 
by  the  Massachusetts  Department  of 
Public  Utilities  to  the  New  England 
P(mer  Company.  Details  of  the  project 
were  given  in  Electrical  W^orld,  July 
25.  1936,  page  8. 

The  principal  utilities  to  be  served 
will  be  the  Eastern  Massachusetts  Elec¬ 
tric,  Malden  Electric,  Salem  Electric 
Lighting,  Beverly  Gas  &  Electric, 
Gloucester  Electric  and  Suburban  Gas 
&  Electric  companies.  It  is  expected  that 
the  line  and  related  substation  installa¬ 
tions  will  be  built  by  the  New  England 
P»>wer  Engineering  &  Service  Corpora¬ 
tion,  Boston. 

• 

Power  and  Rate  Glossary 

Publication  of  a  glossary  of  im¬ 
portant  power  and  rate  terms,  abbrevia¬ 
tions  and  units  of  measurement  was  an¬ 
nounced  last  week  by  the  Federal  Power 
Commission.  The  glossary  was  compiled 
by  the  commission’s  staff.  The  purpose 
of  the  glossary  is  to  provide  uniform 
terminology  for  the  reports,  documents 
and  correspondence  of  the  commission. 
It  is  not  intended  to  prescribe  standards 
for  the  electric  utility  industry.  The 
glossary  may  be  obtained  from  the 
Superintendent  of  Documents,  W'ashing- 
ton,  D.  C.,  at  5  cents  a  copy. 


PRESCOTT,  ARIZ. — Arizona  Power  Com¬ 
pany  plans  transmission  line  in  vicinity  of 
Prescott  National  Forest  and  part  of  Yava¬ 
pai  County,  with  power  substation  and 
switching  facilities.  Federal  permission  has 
been  asked. 

MITCHELL,  NEB.— Roosevelt  Rural  Pub¬ 
lic  Power  District,  Mitchell,  care  of  H.  H. 
Henningson,  Union  State  Bank  Building. 
Omaha.  Neb.,  receives  bids  until  August  27 
for  construction  of  about  250  miles  of  trans¬ 
mission  and  distributing  lines  for  rural 
electrilication  in  part  of  Scotts  Bluff  County, 
including  three-phase  and  single-phase  lines, 
with  three  stepdown  power  substations  at 
different  points,  33,000/6600  volts,  and  ser¬ 
vice  facilities  for  group  of  336  farm  sub¬ 
stations.  Cost  estimated  $310,000.  Financing 
has  been  secured  through  federal  aid. 

SPRINGFIELD,  OHIO — Buckeye  Bump¬ 
ers,  Inc.,  Springfield,  affiliated  with  Electric 
Auto-Lite  Company,  Toledo,  Ohio,  plans  in¬ 
stallation  of  motors  and  controls,  conveyors, 
electric  hoists  and  other  equipment  for  ex¬ 
pansion  in  automobile  accessory  works. 
Cost  about  $100,000,  larger  part  of  which 
will  be  expended  for  equipment. 

WISCONSIN  RAPIDS,  WIS.  — Hydro- 
Electric  Power  Company  of  Wisconsin,  care 
of  W.  F.  Thiele,  chief  engineer.  Consoli¬ 
dated  Water  Power  &  Paper  Company,  Wis¬ 
consin  Rapids,  plans  construction  of  series 
of  three  hydroelectric  generating  plants  on 
Wisconsin  River,  with  two  large  water  reser¬ 
voirs  for  storage  service.  Transmission  lines 
will  be  built  in  parts  of  Wood,  Marathon, 
Portage,  Adams  and  Juneau  Counties,  with 
lines  for  inter-connection  between  generat¬ 
ing  stations,  including  power  substations, 
switching  stations  and  other  operating 
facilities.  Cost  reported  over  $1,500,000. 
Application  has  been  made  for  federal  loan 
and  grant. 

CLARKSVILLE,  TENN.— Plans  electrical 
distribution  system,  with  power  substation 
facilities,  including  transmission  line  for 
connection  with  T.V.A.  system.  Bond  issue 
of  $250,000  is  being  arranged.  Engineer  will 
be  engaged  soon  to  make  surveys  and  de¬ 
termine  details  of  installation. 

LANSING,  MICH.— Olds  Motor  Works, 
Inc.,  Lansing,  a  division  of  General  Motors 
Corporation,  Detroit,  Mich.,  plans  installa¬ 
tion  of  motors  and  controls,  transformers 
and  accessories,  regulators,  electric  hoists, 
conveyors  and  other  equipment  for  expan¬ 
sion  and  modernization  program.  Cost  close 
to  $5,000,000.  Project  will  be  carried  out 
during  next  six  months. 

TRENTON,  MO. — Receives  bids  until 
September  2  for  city-owned  electric  power 
plant  and  equipment,  including  three  340- 
kw'.  Diesel  engine-generator  units  and  ac¬ 
cessories.  Also,  for  electrical  distribution 
lines.  Bids  recently  received  have  been  re¬ 
jected.  Cost  about  $315,000.  Burns  &  Mc¬ 
Donnell  Engineering  Company,  107  West 
Linwood  Boulevard,  Kansas  City,  Mo.,  is 
consulting  engineer. 

KETTLE  RIVER,  MINN.— Northern  Co- 
onerative  Power  Association,  Kettle  River, 
Thomas  Ross,  secretary,  will  take  bids  soon 


for  transmission  and  distributing  lines  in 
vicinity  of  Kettle  River,  Moose  Lake,  Crom¬ 
well  and  neighboring  points,  totaling  about 
200  miles,  with  power  substation  and  service 
facilities.  Fund  of  $350,000  is  being  ar¬ 
ranged  through  federal  aid.  Power  supply 
will  be  secured  from  Water  and  Light  Com¬ 
mission,  Moose  Lake,  Minn. 

WASHINGTON,  D.  C.— Btireau  of  Yards 
and  Docks,  Navy  Department,  Washington, 
receives  bids  until  September  23  for  obstacle 
lights  on  two  214-ft.  steel  towers  at  naval 
radio  station,  St.  Thomas,  Virgin  Islands 
(Specifications  8295). 

NILES,  OHIO — Republic  Steel  Corpora¬ 
tion,  Republic  Building,  Cleveland,  Ohio, 
plans  installation  of  heavy-duty  motors  and 
controls,  regulators,  electric  hoists,  convey¬ 
ors  and  other  equipment  for  expansion  and 
modernization  in  tinplate  mill  at  Niles,  in¬ 
cluding  several  additional  buildings.  Cost 
close  to  $3.(X)0.000. 

CASPER.  WYO. — Bureau  of  Reclamation. 
Denver,  Colo.,  has  extended  date  for  closing 
of  bids  for  hydro-electric  generating  equip¬ 
ment  for  Seminoe  power  plant,  Casper-Al- 
cova  Project,  Wyo.,  referred  to  in  these  col¬ 
umns  last  week,  from  August  27  to  Sep¬ 
tember  14.  Installation  will  include  two 
15,{KX)  hp.  hydraulic  turbines,  governors  and 
two  12,000-kva.  generators  (Specifications 
691). 

KNOXVILLE,  TENN.— T.V.A.  ,  as  ap¬ 
proved  plans  for  steel  tower  transmission 
line  from  Watts  Bar  power  dam  to  point 
near  Chickamauga  power  dam,  with  power 
substation  for  stepdown  service  at  latter 
point.  Work  scheduled  to  begin  soon.  Cost 
close  to  $500,000. 

GERING,  NEB.— Gering  Valley  Rural 
Public  Power  District,  Gering,  C,  A.  Bueh- 
ler,  secretary,  receives  bids  until  August  28 
for  construction  of  transmission  and  dis¬ 
tributing  lines  in  part  of  Scotts  Bluff  County 
for  rural  electrification,  totaling  about  50 
miles  of  three-phase  and  single-phase  lines, 
with  power  substation  and  service  facilities 
for  group  of  farms.  Cost  estimated  at  $97,- 
000.  Financing  has  been  arranged  through 
federal  aid.  H.  H.  Henningson.  Union  State 
Bank  Building,  Omaha,  Neb.,  is  consulting 
engineer. 

INDIANAPOLIS,  IND.  —  Indianapolis 
Railways,  Inc.,  plans  installation  of  motors 
and  controls,  regulators,  power  substation 
appartus,  conveyors,  night-lighting  facili¬ 
ties  and  other  equipment  in  group  of  car 
and  motor  bus  shop  and  service  buildings  on 
West  Washington  Street,  comprising  four 
one  and  multi-story  units.  Bids  scheduled  to 
be  asked  on  general  contract  early  in  Sep¬ 
tember.  Cost  about  $7(X),(X)0.  Herbert 
Foltz,  Architects’  and  Builders’  Building,  is 
architect;  Bevington-Williams,  Inc.,  Indiana 
Pythian  Building,  is  engineer. 

SAULT  STE.  MARIE,  ONT.-^reat  Lakes 
Power  Company.  Sault  Ste.  Marie,  has  plans 
maturing  for  hydro-electric  generating  plant, 
with  transmission  lines  to  connect  with  pres¬ 
ent  high-tension  system.  Project  will  in¬ 
clude  switching  and  power  substations.  Cost 
close  to  $1,000,000. 
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